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ITUATION 


The opinion is held in some official quarters that the peace of 


today is a lull before the storm, but others of a more hopeful mind 
think that the worst trouble is over and that 
gradually the 


United Railroads will be able to resume full daylight service under 
organized police protection. President Calhoun does not intend to 
attempt to run cars at night until the situation has cleared and 
public sentiment has set. 


SAN 
FRAXCISCO, May 13.—Ninety- I 


two street cars 
are operating 
this ] 


morning on six 
of the twenty 
odd 


lines 
of the 
United 
Railroads, ami 


thousands of 
passengers are 
being 


carried. 
The first act of violence of 


the day was reported shortly before 
noon, when word came to President 
Calhoun that a new $10.000 car on the 
Suttef street Hne had been stoned and 
partially, wrecked at Thirteenth ave- 
nue and California street In front of 
one of tho c&fugee. camps- Mr. Cal- 
houn at once called Chief of Police on 
the telephone and advised him of this 
happening. 


ON SUTTER STREET. 


Twenty care are operating on Sut- 
ter street from the ferries to Thir'ty-' 
third nvunue. manned by. sixty strike- 
brealvfrs. 
Twenty-three car? 
are 


operailng on Turk and Eddy streets 
line from the ferries to the Chutes, 
manned by sixty-nine strike-breakers. 
On the Valencia street line ten cars 
are running from-.Lhe .ferrlns to Twen- 
ty-ninth and Valencia,, five 
.men on 
each car. 
Ten cars are running on 


the Mission street line from the fer- 
ries to Twenty-ninth and Mission. fiTO 
men to a car. 
Fifteen rars are under 
way on the -Haight street line from 
Stanyan and Hulght to the 
ferries, 


four men to a car. From the Oak and 
Brndpriek streets tar sixteen cars are 
covering the route on Oak to Stanyan, 
to Page, to Devlsadero, to 
Ellis to 


i » « « • » • • • » < • • > « » « » » ' 


PHOTOGRAPHS TAKEN BY DR. A. A. KUMLER, MEMBER OF SYRIAN TEMPLE, CINCINNATI, O., AT SCENE OF 


THE HONDA WRECK TWO HOURS AFTER IT TOOK PLACE. 


Fourth and Market streets: returning 
on Market to Ellis to Hyde, to O'Far- 
rell, to Dorisadero to Oak; three men 
to T. car. 


CROWDS GATHERED. 


The opening this morning' of a por- 


tion of the Mission street line was the 
iirst penetration of the district south 
of Market street, and 
on this 
line 


much trouble was 
expected. 
Up to 


noon, however, order was being main- 
tained by the police. 
A great crowd 


Is collecting at TweSty-m'nth.and Mis- 
sion, .but-the. cars, have npw been in 
operation since 11 o'clock and no vio- 
lence has been offered. 
On ail of the 
lines passengers sire being upbraidec! 
by the crowds 
for riding,. but 
ths 
curses and words of obscenity that 
were such a shocking feature of last 
week's disturbances are not heard to- 
day:. '"* 
SAX FRANCISCO. May 13.—"I do 


ncit wish at this 'time to criticize the 
stand Governor Oillett has taken,.nor 
ro I wish to say whether or not he Is 
acting unfair in our present difficul- 
ties with the United Ball roads,", said 
Richard Cornelius, president of 
the 


carmen's union, to a reporter of • the 
TRIBUNE .today. 
"Of course after what has .happenea 


I do not snuppose I would 'bo expect- 
ed to [jraise ills attitude' towards the 
carmen. -It-wit! never he necessary to 
call out troops as far as we are con- 
cerned. The carmen are conducting a 
clean and unrufflan fight for Justice, 


(Continued on page 3.) 


Refugees Smash Windowsof Six Cars 


SAN FRANCISCO, May 13.—Every window in six cars was 


demolished this morning on Clement street, between Thirteenth and 


Fourteenth avenues, by a.crowd of women and children residents in 


the refugee camp at that section. The cars were coming to town, 


having just left in regular order the car barn at Thirty-third 


avenue. On each car there were several passengers, but none of 


them were hurt. Small rocks and missiles of various kinds were 


used, and after they had been disposed of the throwers disappear- 


ed in various Darts of the camp. None of the assailants have been 


arrested as yet 


DEATH 
AWFUL 


GOIitJMBUS, Ohio, May 13.—In the 


wreck; of a passenger train at Truro, 
near this .city today, upon 'the To- 
ledo' <3; Ohio Central Railway, the en- 
gineer vvas fatally injured and a num- 
ber of passengers are reported badly 
injured, 
' 
- 


The number of injured Is reported at 


twelve.' The' wrecked train is known 
as the West Virginia No. 2. It left 
iiere at S o'clock this morning. 
The injured are being brought here 


in a special train. 
GENTLEMAN THUG 


ROBS LIKE NOBLE 


Used New Revolver and Kind 
Words 


While walking down Washington 


street, last night, Elbert Vestal of S42 
Market street was held up and rob- 
bed near Fourth street, by a ..well- 
crossed highwayman who politely re- 
lieved Vestal of his coin. About $2.50 
was all that was obtained by the gen- 
tleman robber. 


Vestal was on his way home when 


accosted by the hold-up man. 
"Just, 


a moment, please," said the highway- 
man, and Vestal came to a halt. 


1 


A brigrht revolver was thrust into 


his faco and he was politely command- 


SAN FRANCISCO, May 13.—Fearing that their nightwatchman, Patrick Smith, was the victim 


of a conspiracy, the United Railroads have ordered his stomach-sent to the city chemist to be ana- 
lyzed. Smith was found dead in one of the cars in the Fillmore and Turk street barns of the com- 
pany yesterday. He was known to have made threats against the life of J. McDonald, of the execu- 
tive board of. the Carmen's Union, and it is believed by the United Railroads that the man was 
dered by persons, either sympathizers or members-of the union. 


As yet the result of the analyses has not been returned to the coroner. In case it is found-the 


man met death by foul means a warrant will be undoubtedly sworn out aeainst members high in the 
Carmen's Union. 


to hold up hip hands and not to 


make a noise. The gentleman robber 
then went through Vestal's clothes, ob- 
taining $2.50 in rash. 


Yt'stal • reported tho robbery to the 


police ami described the highwayman 
as being six feet in height, about twen- 
ty years of age, and smooth shaven. 
He woro a stylish light suit, v/ith blacjt 
stripes and -a gray telescope hat. 


REACHED HERE 


AHEAD^FTIME 


Shriners Arrive Early, but Are Taken Care of 


Instead of arriving at-11 o'clock this 


morning. «a scheduled, tho first train of 
Shriners was landed in Q^Uland at 8 
o'clock. The 
Ch.-ymber 
of 
Commerce, 


which had planncti to entertain the vls- 
iiors. speedily made ready, however, and I 
soon there were fifteen automobile loads 
being whisked ahout town, taken out tti 
Alameda and eiven a sight of Berkeley. 
The first relay of motor curs was fol- 
lowed by others and before Ions every 
strancrer'was being given » moving picture 


DECISION AFFECTS 


VAST CONTRACTS 


$67,000,000 Is Involved in Court Ruling 


WASHINGTON, 
May 
13. — Justice 


Holmes of the United States supreme; 
court today announced a decision in 


•en cases involving the construction of 


the law of 1892, by which the employ- 
ment of laborers and mechanics on publls 
works-i.s limited to eight hours per day. 


Tho defendants 
were all prosecute^ 


criminally and were all found guilty and 
fin&d by the trial court. The suits were 
nstltuted especially for the purpose of 
testing the applicability of the law to 
laborers and mechanics employed on 
dredges in river and harbor improve-" 
m*ents, but other points also were neces- 
sarily involved. 


DREDGERS ARE SEAMEN. 


The court held the law to be consti- 


tutional, hue held that .It does not apply 
to laborers and mechanics on dredges, 
and'that mefciso employed cannot be held 
to be employed on public works. All the 
cases came/to the supreme court on writa 
ot error from the fe-dera.1 court for the 
District cf Massachusetts.. Justice Moody 
delivered a dissenting opinion. 


AFfrECTS BIG CONTRACTS. •- 


The decision will have immediate bear- 


Ing upon the'letting of contracts for the 
$S7,OOO.COO worth .of river and harbor worlc 
authorized- by-".the' last session" of con- 
gress. Most of the-contracts under that 
law were "held, up by -the TWr Depart- 
ment' pending the- settlement of these 
cases, 
v 
Justice Holmes' opinion" that men.'em- 
ployed on dredges In rivers'; and harbors 
imBrovuments are not "laborers or me- 


chanlcs. as based upon the ground that 
n eflefft such men are seamen.. He s.ita 
:hat all other employment Is incidental 
to the work of the men upfm the dredses 
and to their services as seamen, and tliat 
therefore they must be classified as sea- 
men. 


JUSTICE 
MOODY 
DISAGREES. 


Justice Moody held an opposite view. 
declaring that the duties or the men in 
handling? the dredges are incidental to 
their work as laborers. Their principal 
duty was that of digging and removing 
dirt, and the fact that they are employed 
on a vessel does not alter the case. 
Justice Harlan and Day concurred in 
the dissenting opinion. 


exhibition of the tier of cities on this f=id« 
of the hai-bor. 
Tho beautiful spots and 
tlir commercial advantages were not IUIR- 
lectL-d and the 
Kastc-rni'rs wore given 
an accurate, if hurried, h/ea of thin sec- 
tion 
its residential attractions tind. its 
business opportunities. 
"Without excep- 
tion the visitors expressed themselves as 
delighted find Impressed vrith what they 
saw. 
: 


In all about 150 were r-nabled to taico 
In Oakland and its environs. 
Only the 
frrenoon wa..s occupied In sightseeing on 
this side of tho bay, the tourists having 
but a one-day layover and 
all 
uelng 
nnxious to view the ruins of San Fran- 
cisco. By noon tlie last had embarked at 
the pl^r and the travelers have since been 
tramping among the debris and wreckage 
In Sun Francisco. 
California has made a fine impression 
upon the minds of the Fhriners, many 
of whom had never tcfnre been to far 
west. Coming out somewhat skeptical re- 
garding the tales told of the Golden West, 
they are ready to say that the coast 
justifies the stories repeated about it and 
that their expectations have been much 
more than realized. 
FIRE RAGES 


IN 
MILLS 


WHEELING, W. Va., May 13.—Fire 


has broken out in the Aetna Standard 
mills of .the American Sheet Steel and 
Plate Comijany at 
Bridgeport, Ohio, 


and Is beyond control, threatening the 
dostructlcra'.of the plant, which Is one 
of the largest- In the industry. 


FATHER'S REBUKE 


ENDS IN SUICIDE 


f 
, 
; 
~ • • 
-• 
. 


Teamster Drinks Fatal Dose of Carbolic Acid 


Flesh Peels 
From the 


Face. 


Terrible Tale of 
Suffering' and 


Heroism. 


SANTA J3ARBAKA, May IS.—Tw* 


or three hundred grief-stricken shrln- 
ers, survivors of the wreckfhorror at 
Honda 
Saturday, are 
prenkrlnp t« 


leave tonight on the long- funeral train 
on which the bodies of the thirty-two 
victims will be taken home. Majiy of 
those who are classed .among the un- 
injured are limping from bruises a.n£ 
sprains. 
V.'omen are under constant' 


attention of physicians who fear th« 
effects of the hysteria Into which th» 
horror of t!ie disaster plunged thoufc 


TVSOIV STILL HiLi. 


C. M. Tyson, who collapsed aftot 


rescuing many bodies from the boiling 
water pouring out of the shattered 
kitchen ranges, still is III, but will b« 
able to travel homeward when tht» 
Buffalo friends leave tonight. Mrs. A. 
D. Wasson of Buffalo and Henry 3, 
Fisher of Cleveland, who are suffering 
from painful Injuries, apparently ar« 
unable yet to emerge from the daze 
which followed the realisation of their 
losses in the wreck. Mrs. Wasson had 
just left r:cr husband in the diner 
when the train struck the broken 
switch. 
H<: was crushed and literally 


cooked to death, leaving his wife 4 
widow with a threa-year-old baby. 
The tot laughs and crows about th« 
hotel here, none the worse for th«_ 
experience it went through. 


Mr. Fisher lost his wife and step- 


daughter iu the baggage car. They 
insisted on going to their trunk to get 
some 
toilet 
articles, 
although 
Mr, 


Fisher wae 
reluctant to have them 


leave their compartment in the Pull- 
man. 


DOOMED BY OWN ACT. 


"TheM were doomed by their 
own 


act," tit wails pitifully at 
Intervals, 


"and I was there and could not die 
too." 


AH the Hags 
In the city are half 


masted. The twenty-one bodies which 
v-'ere brought here are being cmbaljtfH 
ed for the long Journey east. 


PATHETIC SUMMON. 


Rev. Forbes Robinson, the Buffalo pae- 


tor -who W:LS in the wreck, preached a 
memorial sermon .at the 
Presbyterian 


church her*. 
He -told of the horrors of 


the disaster, and then. In unison with tho 
congregation, made up 
of 
practically 


everybody :n the city, prayetft for the 
dead. 
In his s«rmon her* toll of th« 


wreck. 
' "At about ten minutes to one our train 
started out loaded with members of tb» 
lEiwdlla TVmple of Buffalo and Rajah 
Temple of Beading. Pa. 
We were all 


hungry for we had given our entire tiro* 
In Santa Earbnra to sightseeing and »o 
we throngerj the dining car. I rem«mb«r 
that jfe were on a bridge and I' was 
scatei at ^ table, several of .ray fr!en«» 
standing at out my side and Joking about 
my appetite I ate hurriedly and riUnt, 
gave my seat to two who «tood beclde 
me. A moment later they were hurfel 
into.ettmtty.. 
to the Pullman from th» 


Btung to the quick by being admon- 


ished T>y his father, Frederick Mires, 
a teamster, twenty-two.yeari- 'of age, 
ended his Jife at an early hour yesr 
terday morning, by" drinking carbolic 
acid. Mires returned- home .:after an 
cveotnE of pleasure and bis "fat her took 


him to task for remaining but ,$o lite, 
Mires, -whose .home I* at 911 Brush 
street, went.to hi* room and obtaining 
a bottle of carbolic add. drained about 
Half of Its:, contents. The "body was 
found by th* young man's parent* and 
Is now at .the', monue. where »n in- 
quest will f**?** 
v 


• , (Continued on page *.) 


CREDITOR'S .AUCTION 


SALE POSTPONED. 


To «he t:-ade of the fin*" tux* of tor*, 
notion*, ht.slerj' handkerchiefs, ribbon*. 
lace, embroidery. Jewelry, stationery, till 
and 
agateware, ^hardware.. crockery, 
'glassware, tobacco, clears, etc., etc. 
Also, a frio lot of fixtures comprM&c 
•howcates. coanten, counter-table*, roll- 
top desk, stool* . scales, paper racks, 
candy Jars, -display trayz. etc., formerly 
belonging to L. L. Cain. 
Also one oxrdlied copper fretwork par» 
tltion, with jBlrrore and the Mock b«- 
lonclnr to r. Halliwood. E»i« lfiur«dav. 
Mat- lY at l»rt« a. m., at 1*07 «ax (C 
near U», Oakland. A tocomobllt M! 


• «1U b* KM at 1! •. 
VLIOtO * C.. 


j • r«r 


-..2 
MONDAY EVENINU, 


' S 
' 


TKUJUNE. 
MAY 13, WOT. 


SUPER If IS 


Board's Calendar of the 
Day 


Carried Over Till Next 


, ."'•' Monday. 


Owing to a failure to drum up a 


quorum of the members, the Board 


and 


Adjutant Lauck Has Prepared 


Proclamation Assisted by 


Attorney General. 


SAiV 
FRANCISCO, May 
13.—"We 
are making preparations to land troops 
in this city," said Adjutant General 
Lauck last night, "the moment such 
a step becomes necessary. In order to 


of Supervisors met this inornin, 
adjourned 
without 
transacting 
„.„„,.„„ 
- 


business beyond transferring the cal- | he rca(iy at any hour, it IK necessary 
enJar of the day to the dito of the . (0 niu.ft' the pro0|am!ltlon in foi'm to 
next regular meeting, -Monday, May lssut, T^PTO lire many legal features 


of a, document of this kind which must 
he c.-ari'fully determined and for this 
. purpose wo called Attorney 
General 


Webb 
into 
conference. 
There 
has 


arisen no'question but" thot the gov- 
ernor can cal! in the troops whenever 
'he finds such a course necessary, as 
defined by the law, but there are min- 
or points of law which we all iviaherl 
to understand before the proclamation 


20.Supervisor Homer called the meet- 
ing to order and only he and Super- 
visor Rowe responded to rolteall. 


Rowe then moved an adjournment, 


owing to the lack of a quorum, for 
one week and that the business set 
for today b« carried over one week. 


Supervisors Mitchell and Bridge are 


out of town. 
Supervisor Bridge is suffering from 


treatment . 
Supervisor 
Mitchell's whereabouts 


could not be ascertained save that he 
had eone out of town for a few days. 


Supervisor 
Kelly was 


Saundry troubles. 


tied up 
by 


ARRESTED TWICE IN A DAY. 


Hobort Dempscy -became 
Intoxicated 
twice yesterday nntl was taken to the 
city prison or. both occasions. 
Tho first 
time he gained his release upon Lie- 
positing S« bail. 
Dempsey claimed this 
morning that he was rearre.sted before 
he -recovered from his first over-indulg- 
ence. 
Judge Snmuels released the man. 
who pleaded that h<: was a hardworking 
man -and needed the 
bail. 


f> he deposited as 


As an investment they are su- 
perior 
to 
real 
estate, 
stocks 


or bonds. No Taxes, increasing 
in value at the rate of 10 per 
cent, a year. The pleasure you 
find In wearing mnrr than cotn- 
nensates you as int'T'-sl. 
The 


world 
smiles 
upon 
tho*-:- who 


wear diamonds, 
particularly 
1C 


tho diamond was bought <>( us. 
Special values in a few bought 
before the late advances. 


\J. N. 


Jeweler and Silversmith. 


Phone Oakland 2798. 


SO67 BROAD WAV 
Bet. 
11th and 12th Sts. 


S 


this afternoon, to the governor. 


"So far as today's developments in- 


dicate 
anything, it 
looks as 
if the 


troops will not be needed. The police 
have handled the situation admirably. 
I havr received no reports oil rioting 
or disturbances ot any kind. 
If they 


keep it up, there will be no troops in 
San Francisco. 
"I believe the police of this city are 


a highly efficient body of men, but 
they must be handled 'properly. 
You 


can draw what infen.-nre from that re- 
mark you 
wish. 
You can't 
keep a 


school without a teacher. 


"It has been 
decided. In case 
of 


trouble, to bring the Seventh 
Regi- 


ment from Los Angeles. 
Brigadier- 


G.T.erat Wankowski will be the coin- 
imanding general in the tleW. 
1 will 


: have headquarters right here m the 


i ferry building 
where 
imnltieially 
I 
| have had them for a week," 


SHR1NERSGIVE 


RMLROAD CREDIT 


Speak in Commendation of Rescue Work 
n 
. 


Dr. A.. A. Kumler of Cincinnati, Ohio, 


a visiting Shriner in Oakland1 today,- 
was on the' train following the one 
wrecked at Honda. Today he described 
the scene as being the most frightful 
in his.long experience as a physician 
and surgeons ami he .gives to'the rail- 
road company credit for doing every- 
thing within its power in taking car> 
of the' wounded and in making, the 
dying'comfortable. 


REPORTS UNTRUE. 


"Any reports to the- contrary are 


untrue," said Dr. Kumler today. 
"A 


San Francisco paper In its issue of 
this morning: runs an article the effeci 
cf which is that a train bearing'the 
injured to San Luis Ohispo was side 
tracked for hours to allow the' excur- 
sion trains to pass. . 


"The fact is that "the side-tracked' 


train bore none but" tlie dead except 
one who was -so slightly injured that 
he could walk and who needed ho as- 
sistance in boarding the car. 


"There was no unnecessary delay in 


handling those who were hurt. 
The 


first train over the rails after the ac- 
cident, carried them and it had" the 
right of way. 
"On receipt of the news .of 
the 


wreck, ahead, the conductor 
of . Dr. 


Tjumler's train, gathered the 
physi- 


cians among the passengers, -seven in 
till, and several ,of the woman, and 
loaded them into the bag-gabe car which 
was attached to the engine. 
This im- 


provise* medical corps was the first 
on the ground and was able to ren- 
der efficient help to the suffering. 


ALLEVIATE SUFFERING. 


The physicians were fortunate 
in 


discovering a gallon of olive oil in the 
wreckage of the diner • and with this 
they were able to alleviate the suffer- 


the passengers and trainmen 


who had •been scalded. 
The engineer 


especially was rendered more comfort- 
able, his burns from escaping steam 
bc-irig frightful. 
Prom the whole ot 


the left side of his body from the neck 
to the hip, -the skin was'stripped iv'tieU 
his clothing was removed. 
.'. 


'" The' women of this party were par- 
ticularly useful in quieting-the hys- 
terical among., those who escaped in- 
jury. 


WAS IN WRECK. 


Dr.- 
J. D. Hansdn, a prominent 


Shriner o£. Washington, D. C., who 
was one of the passengers-in the coast 
train wreck near Honda Saturday 
afternoon.'said'this rhoi'nlng: 


"I knew 
instantly 
that it was a 


wreck. 
My first idea was that a lot 


of sand had gotten on the track and 
tho train had jumped the rail. I had 
noticed every little way that- Japanese 
laborers were spading the! sand oft 
the tracks. The train was going cau- 
tiously all the way, as the tracks are 
very unstable, the lino of road being 
very near the ocean. 
The sand was 


falling upon the tracks in great quan- 
tities. 


SIXGIXG ATJJjD XiANG SYNE. 
"The Chicago boys were singing the 


tune of. 'Auld Lang Syne' and seenind 
to be in a jolly humor, when suddenly 
the terrific shock came and threw the 
passengers out of their seats. 
Each 


person endeavored to fescue his neigh- 
bor. 
I made a dive for the helpless 


ones who were dying as soon as I knew 
that I was not seriously hurt. 
I only 


sustained a few bruises on my chest. 
I feel as though I'ought to pour liba- 
tions on the altar of. Jupiter for hav- 
ing been saved. In the. sleeper, diner 
and baggage cars nearly every o;:e 
was killed. 


THREE CATiS CRUSHED. 


"The passengers soon learned that a 


dreadful 
catastrophe 
had 
befallen 


them. Those who were in or between 
the derailed cars were killed instantly, 
as three of the cars were crushed into 
small pieces. 
The large, steam boiler 


on the. train burst and those who were 
not scalded to death were, crushed and 
killed falling lifeless here and there. 
Some died from the shock. 
The total 


number of the dead adds up to forty." 


President Wheeler of University 


Deplores Situation in 


San Francisco. 


BF:RKEI,ET, 
May 
is.—President 


Wheeler, of the Ptatc University, will 
h-ave for a three-weeks' trip Kast Irn- j 
mediately after this week's graduation 
rxfi-ctsps are terminii.ted. 
Ho will nt- 


l.-ml the annual meeting of the Asso- 
ciation of Agricultural OlU'gc-s 
and 


Experimental 
Stations 
at 
Lnnsinjr, 


Michigan, on May 2S to "1. addressing 
tlie convention on tin; work 
ticcom- 


tiHshcd 
by 
the 
university. • L;iter, 


President Wheeler will deliver an ad- 
dress at the si.'tni-eentenmiil annivers- 
ary of the founding of Michigan Agri- 
cultural College. 
A short visit 


San Francisco Grand Jury Will 


Try to Connect Him With 


Official Bribery. 


SAX FRANCISCO, May 13. — 'When 


the Grand Jury meets this afternoon 
it will rc.smuo Its Investigation into 
Hie matters connected with the grant- 
ing of ovcrhe.id franchises, and other 
valuable privileges to the United Rail- 


An effort will be made to directly 


connect .Patrick (Jalhoun, President of 
the road, Thornwell Mullaly, and other 
also be made at Providence, R. I., the 
former homo of President'and jirs. j officials. 
Wheeler. 
The latter will accompany j 
.Employes and officials of tho W 


-ilm on the trip. 
ern National '''.Bank, which 


NORFOLK. May 13.— The elaborate ccl- 
ebratiun at the Jamestown expusmon to- 
day was ushereO in by the firiur,' of a 
sniute of seventeen guns from Fortress 
Monroe. Incident to the arrival at Old 
Point Comfort at 6:1.1 a. m.. In nonor o! 
General Baron Knrokl, his 
sta!£ 
and 


party, ui-companled by General 
O. .b. 
Wond as official escort. 
Generm Kurokl and party was met at 
Old Point Comfort pier by General Grant 
ant] 
Major Strong, the latter command- 


•JiiL' FortreBS Monroe. 
. 
. 
All honors were accorded the disfinguish- 


-H! Japanese; after breakfast Genera! Ku- 
rokl and partv proceeded by special boat 
10 review the "great fleet of American and 
foreign warships in Hampton Roads, af- 
ter which they landed at the Jamestown 
exposition grounds for the exercises of 
the day, which include an address by 
President Harry St. George Tucker of 
the JiimfSlown Exposition company, ant] 
a purad's and 


xp 
, 
review 
of 
the 
federal 


"J hope the San Franciseo industrial 


situation may be clfarnl without any 
resort to violence of ;iny kind." said 


I President Wheeler this morning. 


"1 t h i n k a settlement which is vlo- 


The boss says it's all right to say 


clothes of character, clothes with dig- 
nity and clothes wit'a style and snap, 
but not to say tho only clothes that 
have these qualities. There is dignity 
, in a coat collar if it lays suug to the 
neck and Is sewed to stay, character 
in the straight fronts if they're lined j 
•with shrunk linen so they won't go j 
.astray, style in the cut of the coat and 
. snap In the jaunty swing of the com- j 
blnation. 
But the inside fixln's must. I 


have good morals, too, or the suit will | 
lose its good name and get a. bad 
character soon enough. All we ask in 
th!e shop is a chance to show you the 
•workmanship and the good materials 
that enter into the suits we sell for 
.Jlo, 518, |20, S25 and $30; then you can 


• look at the label, too. if you want to 
and you'll not care so much for the 
'guarantee of f i t . shape and durability, 
but you get it just the same. You get 
every 
advantage 
a 
square-dealing: 


high-class clothes shop can give you 
and you take no chance whatever. 


WILLIE, wiih 
I 


C. J. Heeseman! 


1107-1117 WASHINGTON ST. 


k-ut and 
from one side 
only is not 


likely to prove final, 
imp or thn other 


side will retain a feeling or: bitterness. 
The city can progress only when Its 
people are animated by the highest 
| steal for justice, and tailing in 
this, 


1 the 
true growth of the city will be 


i retarded. 
"I certainly deplore the situation as 


it now exists. 
Sending troops into the 


city to enable rr.en to carry on their i 
occupations and 
to conduct their all- i 


fairs would be an rxtn'-nie measure, 
but it on-tainly would be amply justi- 


'used as a depository by Ruef, Schmitz 
and members, uf the board of super- 
visors, will be among 
the 
principal 


witnesses examined. Alexander 
La- 


tham, a detective of Special Agent Wil- 
liam Burns, who kept a close watch 
on Iltict while acting us. his chauffeur, 
and the directors of the 'United Rail- 
roads will be among the other wit- 
nesses. 
Miss Cella McDermott and 
George 


Francis, stenographers in the law de- 
partment nf the United Railroads, will 
be called before the grand jury today 
and questioned concerning visits paid 
tu 
Tirey 
L. 


Schmitz " while 


a pura's 
tiiv wc»u- troops, together with several thousand 
' lv"u 
3a|iors landed '.from the American and 
has been | foreign warships In- Hampti 
Roads. 
' 


Arthur Magill Shoots 
Henry 


Thompson Squarely in Fore- 


head in Wife's Presence. 


. A quarrel over money matter*, Inr 
volvlng- the wives of .two partners, the 
desertion of one of them and the pro- 
tection .of another, -resulted in a shoot- 
ing last night at 938 1-2 Filbert street 
which 
may 
prove fatal to Henry 


Thompson. 


Arthur C. Magill is held at the ..city 
jail pending the outcome of Thomp- 
son's injury. 
He maintains that 
he 


shot Thompson accidentally while de- 
fending his wife. 
Thompson has not 


regained' the power of speech to tell 
his side of (lie story. 


Thompson and Magili have operated 


a rooming house, first on Tenth street 
near Fllber and for the last six weeks 
at 938 1-2 Filbert street. 
Mafcill is a 


young 
man 
in 
poor health while 


Thompson Is a large, rough mannered 
man of middle age. 


Thompson's wife deserted him sev- 


eral months ago according to 
the 


MaglJIs, charging him with 
cruelty 


and drunkenness. 
She had pone to 


White Plains, N. T., letting the-Ala- 
gills know where she was but not her 
husband. 
One cause of Thompson's 


order Magill says was their refusal to 
divulge the secret. 


On Sunday morning, according 
to 


Magill who made a detailed 
state- 


•irient at the jail this morning, .Thomp- 
son came in drunk and abused Mrs. 
Magill. 


"He went into his room," said Ma- I 


gill, "and lay down upon the bed put- ] 
ting a hatchet under the cover." 


"When I come in and heard this I 


was afraid he might become violent. 
I then went out and bought the re- 
volver. 


"I did not intend to shoot Thomp- 


son. 
It was late In the evening when 


he came into the dining room where i 
my wife was. I was in an adjoining, 
room. I heard him begin to abuse my 
wife. I stepped to the door and ai I 
did so I saw Thompson raising his fist 
to to strike my wife who was trying 
to get past him. I raised the gun to 
threaten him and I did so it went off, 
being light on the trigger." 


The shot for an accidental one wag 


remarkable. 
The 
bullet 
struck 


squarely in the center of the frontal 
bone. 
It cut the outer plate of the 


skull and shattered the inner one. 
The piece of lead was flattened Into 
a thin fillet. It cut through the upper 
lobes of the. brain and went out throug 
the top of the skull. It had been de- 
flected sufficiently to strike the ceil- 
ing above where Thompson had stood. 


Drs. William Jackson and M. L. Em- 


erson 
were 
called. 
They say the 


wound is serious and that while re- 
covery is possible it is almost im- 
possible. 


Magill was apparently very frank in 


his story of the trouble but Mrs. Ma- 
gill 'Was more reticent. 
Her 
step- 


father who gave his name as Crurnb 
was disposed to leave an air of mys- 
tery about the causes of the shooting. 
fie said Mr. Magill's story would be 
told later. 


Tho 
partnership of Thompson and 


Magill was a peculiar affair. Thomp- 
son put in J400, 5200 for himself and 
S200 for Magill. 
Magill was to pay 


interest on his share until he could pay 
the principal. 
Thompson 
collected 


the rents, kept the money and boarded 
with the Magilis who managed 
the 


housekeeping.- It is said that Thamp- 
son had accused the Magilis of trying 
to beat him out of his money. 


f THE 
! PNEUMATIC 


SHOES 


are the ideal shoes for 


men who walk or 


stand a great deal— 


for men who never had 


perfect foot comfort— 
for men who do not 


want to get corns, 


bunions and callouses. 


Your exact fit, 


$5.00 


WE ARE SOLE AGENTS 


by 
Ruef 
and 


the overhead 
trolley 


franchise was pending before the board 


At noon a sniute of — ^ _ - - - 
flrerl In Hampton Roads commemorating 
the landing of the first English settlers 


ThV features'nf the day will be boat 
races between the crews of the Ameri- 
can and foreign warships. 
General Kuroki and his party will later 
inspect Fortress Monroe, and the festivi- 
ties of tht? day will conclude with a biili, 
and In the dinner to be given by thn 
Duke de Abruzal upon the Italian flag- 
ship Varez. the banquet to be attended 
by all foreign and American dignitaries 
now in these waters. 
The function will be one of tha most 
elaborate ever given aboard a. warship.- 
Tonight there will he a (frent illumi- 
nation 
ot 
the 
warships in Hampton 
Roads with brilliant lirt-works from floats 
off the exposition grounds, and in close 
proximity to the warships. 


should not be bam|)ert.'d. even if 


soldiers must be sent there to bring 
about this condition." 


""-, ", 
, , ,r 
i 
,,,_. ....,„,„> .,t-'"f supervisors. They refused to give 
lied should there be an;. lUtemm. at 
testimony before the grand jury 
not. 
V\e must liavn peace, and busi- 
|n_st ^.^ bu[ (lu, o,.der obtained slnce 
then by Heney from Superior Judge 
Coffey will enable Heney to get tlie 
information he desires. 


Guorgp E. Starr, treasurer of the 


nulled Railroads, will be put on the 
rack by Heney and asked to tell what 
he knows about this and other mat- 
ters connected with the overhead fran- 
chise. 


Johnaon-Locke-Mercantlla Co., 3. F,, 


Soie Agents. 


BOARD Will Miff 
TONiGHJ 


Trustees Will Adjudicate 
on 


Various Matters. 


1157-1159 Washington St., Oakland 


LOBERG 


BO WEN & CO. 


OAKLAND 
SAN FRANCISCO 


Gave Million Dollars to Bride as a 


Wedding Gift. 


NEW YORK, liny 13.—The wedding ot 


Mnbelle Oilman and W. E. Corey, presi- 
dent of the United States Steel Corpora- 
tion, will take place fifteen minutes after 
midnight tonight In the royal suite of the 
Hotel Gotham. 
It was stated that a 
clergyman from Pittsburg will perform the 
ceremony and that the Coreys will s 
fnr Europe tomorrow on the steamer Kai- 
ser Wlihelm II. The fact that Corey made 
a wedding gift of $1,000,000 to Miss Gll- 
mnn became known today when securities 
\alued at that amount were transferred 
to her at {I lawyer's office in this city. . 


BKRKELEY 
13.—Captain of 


Police Peterson of Oakland reported 
to Chief Volmer yesterday that Harry 
Moore, who claims the several aliases 
of Wilson. Bcott, Cooper, Hoyser and 
Lewis, had been arrested as he came 
out of a pawnshop at Third street 
and Broadway, Oakland. 


BERKELEY. May 13.—There will bo! 
Chief Volmer went to Oakland and 
'-^2ii 
h,°_•£•*^™ 
st!-± r^WtS?•s. 
th£^«in 
lss 
the first in three weeks. Among 


other things to be heard, and passed on 
v/ili be protests inaclc by residents, on. 


1 Sixth and Kigftth streets against the 
] opening of these streets. There is al- 


l so considerable roll-line work to 
be 


i disposed of. 
i : The 
eUy board 
of 
education 
\vHl 


' meet tomorrn'.v nigrht in regular semi- 


1 niontlily session. 


NEW 
ENTERPRISE 


city on various charges. 


Moore is suspected of having a hand 


in more than one burglary, carpenter 
tools being the articles usually taken 
by Moore, as he cbuld easily pawn 
them at the various Broadway pawn- 
shops. 


At first Moore, who says his real 


name is Harry Cooper, denied having 
ever been in Berkeley, but he subse- 
quently admitted that he came to 
Lorin station about three mrfnlhs ago, 
seeking' employment in a bakery. 


He says that since that time he has 


been in Oakland and has been em- 
ployed 
by the 
Pacific 
Manifolding 


Company of Emeryville, where he put 
in about three days every week. 


At the time he was arrested he had 


just pawned 
a carpenter's square, 


which he said had been given him by 
a friend. 
He says that he was arrested In 


San Jose abo'ut a year ago on a charge 
of larceny, but that is the only time 
he ever was in the custody of the 
police. His record is being looked up. 


r. H. Silver, Joseph Nevis and L. 
Walter of tlie estate of the late B. \.. 
Crittenrten of Pleasanton places its valu 
a.t $24.441.10. 
The estate consists prin- 


cipally of a. ranch near Pleasanton. 


CONFUSION AND RETREAT. 


There was no room in the omnibus 


and bashful Mr. B. took his little girl 
on his knee. 
Enter a. beautiful young: 


ady. 
Seeing her, the little girl calls 


out at the top of her voice: 


"Oh, papa: I'll give this lady my 


seat." 


Confusion of Mr. B., hasty retreat of 
idy.—Slovo. 


i 


PROPOSED WAREHOUSE OF STANDARD WAREHOUSE COMPANY—A. MERRIUL I 


••-' 
' BOWSER, ARCHITECT. 
' 


Pimples, bolls, eczema and 
other 


eruptions. Iocs of appetite, 'hat tired 
feeling, fits of biliousness, indigestion 
and headache, are some of them. 


They are ail radically and perm: 


nently cured by Hood's Sarsaparilla. 
. This 
great 
medicine .thorough!} 


cleanses the blood and restores heal- 
thy functional activity to ttte 
whole 


system. 
It makes people well. 


"I have been using Hood's Sarsa- 


Ths Standard Warehouse Company 


has been incorporated for the purpose 
of erecting a warehouse containing 
40,000 feet of floor space. 


•This build 


inforced 
e< 


t i parilla as a spring medicine for ten 
• i l • • • • t • « »•• r years> an(3 haye nove, fOUI1d anything 


and the business men of Oakland are ness men o£ Oakland. 
to be congratulated upon the prospects 
of having added to our city an enter- 
P"iS(.' of this character. 
| 
.Tho company has been .formed by 


illrtin" is to be built o* re-I Geol's'e H- Vosc.Jr., H. L. McAllister, 
.illdm,, is, to be built o. re 
R 
. 
Sherman and 


concrete and will bo strictly w_ ^ lrvi 
.ind we are jnformecl b 


The cost .oE. the building- will ap- 
proximate $50,000 and \ve understand 
that the building site has been se- 
lected. 
There will he a spur track 


and wator facilities. 


The services of A. Merrill. Bowser, 
1015 ^ 
Broadway, the 
class A. The new enterprise will un-i these gentlemen.that the company is I Oakland- architect, has been engaged 
uuestionably be a paying proposition, i promised ample support by the busi-i tp construct the warehouse; building. 


yea 
Better." 
John 
Flemings, 
Campbell 


Accept no substitute for 
Hood's Sarsapariila 


Insist on having Hood's. Get it today 
In liquid or tablet form. ' 100 Doses }1 


An inventory nnd appraisement made bj 
ie by 
. C. 


OUT=OF=TOWN CUSTOMERS 


The present conditions in San Francisco do not 


Interfere with our COUNTRY MAIL ORDER DE- 
PARTMENT. We are shipping orders as promptly 
as heretofore. The same care and attention as 
though you •"personally called at our store will be 
given to all orders mailed us. Any outside goods 
cheerfully purchased and shipped to regular cus- 
tomers. 
f, -, 
'. 
: 
" 


SPECIALS 


Monday 
Tuesday 
Wednesday 


Table Butter—2 Ib. square—first class quality, .55 
2 for 1.05 


Fresh Tabla Eggs—Every one guaranteed 
...doz. .25 


Good Tea—9 varieties 
.40 


Equal to any 60c Ib. tea sold 
elsewhere 
2 Ibs. .75 


Canned Fruits—Alcalde 
20 


Pears, peaches, apricots 
doz 2.40 


Dundee Marmalade .. 
25 


Keiller's Scotch preserve.. .doz. 3.00 


Horseradish Mustard 
2 bots. .25 


Kippered Herring 
25, 2 cans .45 


Moir's—Fine for breakfast. 


Good Broom! 
regular value 45 .35 


Hawaiian 
Beaut/ Coffee 
JO 


Extra 
selected very old Kona; 


finest grown 
I Iba. .55 


Wheatens 
^ 'f 
.15 


Popular breakfast food. 
? 


Shrimps—Baratarla 
10, dot. 
1.Z&1 


Try creamed shrimps.. .20, doz. 2.2S 


Snider'a Buant. .. .small, 3 cans .25 
Med. 2.cans, .25; large cans, 3 for .50 
Fr«nch Olive Oil 
large bottle .55 


Tooth Picks 
large package JO 


World's Fair hardwood. 


SETTING MACHINE. 


ROLLER BEABIKO. 


HIGH GRAOL 


WINES AND LIQUORS 


Whisky—Old Mellow Rye—1895—Way up in quality, .bottle .85, gallon 3.50 
Cocktails — Imperial — All the popular flavors—ready for use 
bottle 1.00 


Claret—V. 
V. 
Zinfandel. .1-2 bottles, doz,. 1.50; bottles, doz., 2.50; gal. .60 


California Port No. 2—First class wine 
bottle .45, gallon 1.25 


California Sharry No. 2—Good, pure wine 
bottle .40. gallon 1.W 


Golden Raialing—Rich, fruity flavor, % bot., doz.. 2.00; bots.. doz.. 3.00, gal, J| 
Rock and Rye—Pure rye whisky and rock candy 
large bottle 1.t»i 
Far superior to patent medicines for curing a cold; regularly 1.25. 


French Dry Vermouth—Dolln, Chambery or Cora Italian 
large bottle .50 


Scotch Whisky—D. C. L.—King George IV Liqueur—Gold Label... 
; 1.75 


Evsrard's Canada Malt Lager 
1-2 bots., doz., 1.40; bottles, doz., 2.15 


If you can't reach our stores send a postal and 
solicitor will call for orders ' 


Oakland Store: 13th and Clay Sts. 


ANOTHER NEW 


SWELL 
CAFE. 


In the choicest part of Greater Oak- 
land, located In business district, 
a 


corner; fine new building; room with 
cement floors for kitchen and elevator 
to meuzanlne floor—In fact, an Ideal 
place for family resort and cafe. Ad- 
dress Box 3000 TRIBUNE. 


by boyiog th!» 
reliable, haunt 
high grade tev- 
ing machine* 


STRONGEST GUARANTEE. 


National Sewing Machine Co., 


SAN FRANCISCO. CAL. 


FACTORY ATBELVIDEBE. ILL, 


F. S. PRESCOTT&SONS 
1056 Washington st., Oakland. 


Dine With Us 


And You Will Be a 


•^ Regular Boarder 


\ 


A Dainty Meal 
Nicely Served at 


The California 
Dairy Kitchen 


90S Washington Street 


B«t. 8th and 94h. 


Our Lunch is Unsurpassed in 


; 
Menu for the Money. 


Cream Served with Coffee. 
Open from 6:39 a. m. to 8 p. m. 


Eggs Eggs Eggs 


Fresh from the ranch dally. 
Every One Guaranteed. 


OUR 
CELEBRATED ROYAL 


CRKAMEPY 
BUTTER. 


2 pounds Butter .. , ..66c 
V/2 pounds Buttei 
50c 


1 pound butter 
35c 


Eggs, per dozen 
25c 


ROYAL 
CREAMERY 


BRANCHE* 


1S11 SJ« ave.. near E. 14th «t 
1I2« Uth «»e., rear E. 14th **. 
lit l!th itr»«t. 
804 Wanhlnjrton street. 
Mth anrt ««-i Pablo nvenue. 
2286 Sluittuclt ave., Berkeley. 
MAIN STORE 


«K-SI* TWELFTH »T. 


GOOD GLASSES are worth all 
you J>ay for them. I fit the best 
kind a-rd fit them accurately. 


F. W. LAUFER 


OPTICIAN 


1001 
Washington *t.. cor. 10th, 


OAKLAND. 


rlb 
VJ 


MONDAY EVENING, 
OAKLAND TRIBUNE. 
MAY 13. 1007. 
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FIRST HAIR-CUT 


:) 
:eas/of Wondrous Magnificence Astounds 


the Select Circles in 


Chinatown. 


Gardens filled -with rare exotics wore 


not oven as much as a circumstance to 
a, certain radiant beauty that empha- 
sized the feast of Pong: Hock In China- 
town last night and all because a llt- 
:le son and hoir was having his hair 
cut for the first time. It was a fes- 
tival far beyond the dreams of forty 
society editors and you can count 'em 


slumbers for once laid down his ham- 
mer \vith a sish. 


"Why should one work far into the 


evening," said he, "when" Fong Hock 
gives a banquet and on such an oc- 
casion?" 
Then he 
scuttled off 
and 


donned his silken peacock lined blouse 
that makes at long intervals such 
brave showing. 


THE SWEET SINGER. 
tj 


"It is well," smiled Wah Jim, the 


musician, as he tore a Chinese classic 
from the very inner conscience of the 
little, two-stringed instrument, "Fong 
Hock's boy is a man now; his hair has 
been cut. It is well because it is his 
only son and Fong Hock is happy." 


• Best of all, nobody came without 


I bringing a present. 
Big 
merchants 


front the six companies came loaded 
[down to the guards with gifts. 


"He Is a fine boy, Fong Hock," they 


would say. 


And the master of the festival would 


I answer with gravity 'befitting: the dig- 
nltj- of a father: "Thank you, I think 
he is a very fine boy." 
The banquet took place at an Elght- 


Ptrept restaurant and there \vt_-re 150 
guests. A notable feature was the fact 
that the wives and 
children of the 
guests sat down at the same table with 
the heads of families. A most elabo- 
rate 
menu, 
comprising 
bird's 
mest 


soup, steam stuftVd duck, Foon Yon 
Ha. shark's fins and other 
rare and 


costly Celestial dishes were served. 


When the son wa.s climbing the iad- 


I der 
of morning1 shooting 
arrows of 


radiance on the earliest milk wagons 
the 
last guest 
shook Fong 
Hock 


gravely by the 
hand and took 
his 


leave. "He is a fine boy, Fong Hock," 


» * « « • • * * *-» « * * •• 


HIS FIRST HAIR CUT. 


forty, a social function that 
makes 


descriptive adjectives oven as a pass- 
Ing shadow. 


Why, therefore, should not the cere- 


mony have been surrounded with a 
certain "'Ondrous 
magnificence nnd, 


TVhat matters it to common people if 
the feast cost Font? Hock 
eighteen 


hundred bones? 
, 
A MAN OF SUBSTANCE. 


Fong Hock, let me tell you. belongs 
to the who's who classification ot' hu- 
mans. He is custodian of Chinese dis- 
counts in the Anglo California Bank 
o£ San Francisco—a man of substance 
and mighty as a mandarin on this side 
of the bay. 
TVhen he was younger Fons 
Hock 


•was 
considered 
the 
most 
eligible 
"parti" between the here and faraway 
Cathay. Mothers with lily feet daugh- 
ters smiled upon him as he passed to 
his labors and wise men spoke in whis- 
pers of his increasing wealth, prophe- 
sying that some day he would own a 
•Treat theater of. his own with plays 
containing acts that 
would last 
at 
least a week, the same replete with 
battles, murders, death, love and flre- 


; " works. 


EVERYBODY PRESENT. 


But as we were saying, all China- 


GLORIOUS ANCIENT DAYS 


OF GREECE ARE REVIVED 


« • « » » » « « > « » « » « « » > « » « > , » » . » • « « « « » « « « » « » » « < « » » » « « « » » » « '. !»»««« » « « « « » »•» f • • » • « > » • > « 


A. K. GALLOWAY. 
K. E. PARKER. 


STEWART 
PHPT05 


R. E. WARNER. 
J. A. HARTLY. 


»»*•»'»•»•+ »•»»»*»•» 


of the Golden West Celebrate 


IT IS WELL SAID WAH JIM. 


said they speeding on. "Yes, indeed," 


Two Fatalities Are Reported and 


Three Are Seriously 


Injured. 


OKLAHOMA CITY. Okla., May 13.— 


Two Rock Island freight trains collided 
head on n few miles west of Lima, 


, Oklahoma, 
early 
today. 
Engineer 


I Curry and a negrn who was shaveling 
coal for Fireman Lineman, wen- killed. 


> Lineman was fatally hurt and three 
[tramps stealing a ride and a brnkeman 
l^vere seriously injured. 
1 
Engineer "VVallen, who escaped in- 


llury,~ assumes blame for the wreck, 
tie' had orders to take tho siding at 
l^lma. but went by. 


THIEVES BREAK IN 


BY NI«D SUM. 


lOccupants of Rooms Report to 


Police Loss of 
Articles 


Taken by Burglars. 


Several rooms in this city were en- 


tered by thieves last night and the 
police 
have 
been 
notified 
of 
the 


thefts perpetrated. 
Fred Gutsch of 


736 Tenth street was one of the vic- 
tims, losing a blue sack suit, two 
clothes brushes and SI.75 In coin. Ell 
La Barr reports that his room in the 
Eureka Hotel at Seventh and Wash- 
ington was entered a:id that a light 
pair 
of 
trousers and a razor were 


stolen. 


Matrin Semis of 731 Adeline street 
reports the loss of a large number 
of pigeons, his yard having been en- 
tered by a thief. 


COLORADO MAY*IJSEMRIVER 


F 
^Supreme Court Denies Injunction 


in Irrigation Case. 


Building Wrecked 
and 
Other 


Damage Done by Wind 


Storm. 


LOS ANGELES. May 13.—A g-ale of 


great intensity swept over Southern 
California today and caused consid- 
erable damage. 
The wind was from 


the west and In this city it whipped 
Mags and decorations, .stripping: wires 
of the paper lanterns which had been 
put up in honor of the Shriners. 


The most yef'ious property loss oc- 


curred near Allmmbra, where an un- 
completed 
building 
which was con- 


tracted for to cost S10.000, was prac- 
tically demolished, causing a Loss of 
porbably half that amount. The roof 
was lifted off, carried halt the length 
of the building and then dropped with 
such force us to demolish the walls. A 
few 
outbuildings 
and 
other 
small 
structures were\ blown down in this 
city and there was considerable dam- 
age to the fruit orchards. 


DASHED TO PIKES 


BY MOVING ENGINE 


James McDonald, a Carpenter, 


Meets Instant Death on the 


Rails at Oakland Mole. 


Crossing tho tracks on tho local mole 


last night. James McDonald, a carpenter, 
became bewildered and stepped in front 
of engine No. 2010 and was struck and 
killed, his body being dashed Into bits. 
The fatality occurred about 9:20 o'clock. 
The engine was In charge of Engineer 
Lee. 
Mcdonald was 30 years of age. 


SNOW FALLING TODAY 


IN CHEYENNE REGION 


{"ASHTN'GTOX. May 13.—The some- 
Vt famous case of tho State of K.m?as 
Inst the Sta te of Colorado, by which 
ormer sought to have the latter <T,- 
ld from diverting: the waters of the 
rive r for irrigation purposes. 


isprri by the Supreme Court of 
|:iitcO. Stau.-s today. The aniiounce- 


" the f.-ourt's decision way made by 
, Krt'W.-r, who said that the dis- 
was without prejudice to the right 
ns:\s to serve its petition whenever 
L be-shown that that State is being 
• tiallv injured. 
ntervening petition of the Unif-d 
HISO -was dismissed 


melting rapidly and is causing no trouble. 
On Laramle rangre. east of this citv 10 
inches fell. 
At Holmes. In Medlcine'Bow 
mountains, a foot of snow has fallen in 
the liast twenty-four hours. At Bawling 
about S inches has fallen, but It settled 
to not more than 4 inches. The snow is 
beneticial rather than harmful. 


' SWINDLER IS DUPING 


OAKLAND HOUSEWIVES 


Claiming to be the representative of nn 
eastern rna^izino. a swindler has been 
Unpins housewives in this city during 
the past two wr-eks and the police are 
searching1 for him. .Many complaints have 
bfien sent to them by the man's victims 
Th'e swindler collects $1 as a subscrip- 
tion paymnnt for the rangazine, but. it 
has been found that he does not repre- 
sent the paper ho claims he does. 


BERKELEY, May 13.—Dressed 
in 


Jreek 
costumes, 
and 
plajMn'g 
1. the 


•arnes of the Greek athletes, members 
jf the four classes In tho University 
)f California met this afternoon In tho 
•reek Theater. 
Every 
thing" sur- 


rounding the performance spoke of the 
indent clays when Greece ruled 
the 


world not only in athletics but as the j 
iterary center. 
All of the contests in i 


•vhich Hellenic patrons excelled were 
^resented, and the contests were not 
only interesting1 but Instructive as well. 
In the early days the Greeks were 


fleet of foot, the running1 race being 
esteemed as an accomplishment 'that 
was above aJl other sports. The sta- 
dium on which these were run was 


dpllcated in the 
Greek Theater this 


'afternoon, lending realistic effect to 
the games, the environs.completlng1 the 
picture. 
Spectators were taken back 


centuries when the best athletes in the 
world performed exploits on the sand- 
ed stadium, never before excelled .or 
equaled since. The races were'at 616 
feet, and 1212 feet, and were hotly and 
closely contested. 


Throwing the javelin was another 


of the .old sports that made an inter- 
esting; spectacle. Accuracy In throw- 
ing 
the javelin at a target 50 feet 
away calls for practic and care and 
this was seen In some of the. per- 
formances of the contestants. 
Leaping, high ".jump, and distance 


leap were well contested. 
Wrestling 


and throwing the discus followed and 
taking the.entire performance It. was 
unique, pleasing1 and instructive. 
The following are the officials: 
Gymnasium—Charles T. Magee. 
Paedotrlae—J. "W. 
Rhodes, Walter 
Cristie, G. H. Pfund. 
HeUenodicae—Professor Allen, A. R. 
Galloway, Gua 
Blankenberg, 
K. E. 
Parker, Alex Hartley, O, C. Tadlock, 
Brie Daveler. 
Following are athletes taking. part 


in the games: 
P. H. Chubb, C. R. 
McKlllican, George Jones, C." S. Cerf, 
A. M. Paul, F. L. Kleberger, W. H. 
Fuller, F. Q. Stanton, E. A. Freeman, 
E. C. Bell. 


TO CELEI1ITE 


FIRST 


Three Centuries Have Elapsed 


Since English Settlers 


Came. 


NORFOLK, Va., May 13.—The cele- 


bration today on Jamestown-island, 40 
miles 'up the James river, of the 300th 
anniversary of the landing there of the 
first permanent English settlers, under 
Sir Christopher Newport, John Smith 
and others, will be held under fair skies 
and conditions in every way auspicious. 
The exercises upon the island are di- 
rectly under the auspices of the Society 
for the Preservation of Virginia An- 
tiquities. 
Joseph Bryan, of Richmond, 


Va.. will preside and the invocation will 
be offered by Bishop Randolph of the 
diocese of Soutfiern Virginia. 


The opening address will be delivered 


by Governor Swanson, of Virginia, and 
Ambassador Bryce, the, subject being 
"The Greetings of the Old World to the 
New." 


Governor Ellis of Virginia will Intro- 


duce Governor Swanson and Mr. Bryan 
will introduce Ambassador Bryce. 


A choir composed of students from 


Williams and Mary College will'be In 
attendance and Bishop Gibson of the 
diocese of Virginia and other clergy 
will participate. 


Lady Gray, wife of Earl Grey, of 


Canada, is with Ambassador Bryce. 


GAMBLING ROW 


EXCITES CLUB 


Politician and Clubman Replies 


to Charge That He Cheated 


at Pedro. 


SAN JOSE, May 13.—Specific charges 


of winning upward of $3200 nt pedro by 
misdealing- have been filed with the board 
of directors of the exclusive Sainte Claire 
club of this city by a 
fruit packer, 
Charles Schneider, against his 
fellow- 
clubman, H. Henry, a well-known Demo- 
cratic politician and orchardist. who Is 
reputed to be -worth $1,000,000. Henry, 
who denies the accusation and declares 
that Schneider Is endeavoring by rep- 
reh ensible methods to avoid pay i ng a 
debt of honor, is preparing to make a bit- 
ter fight for his own vindication. The 
charges preferred by Schneider will be 
heard next' Friday. 
Tho outcome of the scandal Is the para- 
mount issue at the Sainte Claire- club. 
Upon Its solution may depend the. verj 
life of the! select, 
social 
organization, 
which numbers among- Its members many 
of the most wealthy and socially promi- 
nent men of the Garden City. An at- 
tempt is being made by certain members 
of the club, it is rumored, to Induce .the 
board of directors, to expel Henry. 
To 
forestall the- alleged conspirators^ Henry, 
who realizes "the, social gtigma that would 
attach to his name should he be ousted 
from the club, is .exerting- every possible 
influence to defeat those who oppose' him. 
President 
of 
the Sain to Claire 
Club 
Charles A. Barker states that the scandal 
will be probed to the bottom. 
"I would be the first to advocate the 
expulsion of any club member who should 
be found guilty of talcing undue ad- 
vantage of his brother member in a game 
of cards played in the club,", said Presi- 
dent Barker. "It is true that Mr, Schnei- 
der brought specific charges against Mr. 
htenry. The accusations are of a serious 
nature. 
My first 
knowledge 
of 
the 
Schneider-Hpnry 
embrpgtlo 
I 
gleaned 
from the columns of The Examiner two 
weeks ago. I investigated -the matter 
ind learned the story published was true. 
To set the club right before the people 
I insisted that the whole affair-be thor- 
oughly sifted by the directors, Henry is 
accused 01 dealing himself ten cards in- 
stead of nine, as the rules in pedro pro- 
vide." 
In his .own defense. J. H. .Henry de- 
clared: "Schneider is trying to welch. I 
won the money fairly. 
If'he does" not 
pay me I will BUS mm for the amount. 


GEN. LAUCK'S IDEA OF 


WHAT MAKES A MOB 


Tells "Tribune" Reporter About the Trips 


SAN FRANCISCO, May 13.—Re- 


pardtng the carmen's strike situation 
from the standpoint of the militia'of 
the State, Adjutant General J. B. 
Jjaucl: said to THE TRIBUNE corre- 
spondent today: 
"I am here to aid 


the Governor In maintaining order. 
All the details for the calling out of 
the militia have been attended to. If 
it shall become necessary to Issue such 
a call, all that the Governor will1 have 
to do will be to sign his name to thsi 
proclamation. 
The proclamation has 


b'een 
prepared, but it 
will not 
be 
shown to any newspaper until it has 
been 
, sent to the 
newspapers 
for 


publication. From the way things 
look at the present time, the procla- 
mation will never be issued. 
But,^ of 


course, I cannot say what may hap- 
pen." 


"Would 
the throwing 
of a few 


bricks or the blowing up of a car 
or a barn warrant you In bringing tho 


militia hore?" asked THIS TRIBUNE 
correspondent. 


DYXAMITE OXLY. 


"No, not the throwing of a brick 
or bricks. 
But the blowing up of a 
car or the destruction of a barn, any- 
thing that would indicate a-purpose 
to defy the law and destroy property, 
would surely cause the mustering here 
of the troops. That wlll.be determined 
by the Governor 
himself. 
He will 
act as he considers the situation de- 
mands, regardless of the protest or 
wishes of any other person. 


"The Seventh Regiment of militia 


from L.OS Angeles is ready to move at 
a moment';; notice, and if we come 
here we. will be foot loose. 
That Is 
why I have called General Wankowsld 
to be here with me, so that he may be 
ready on the outside if necessary to 
command a brldage. I could not get 
General Koster here, because he is 
sick In the hospital with typhoid 
fever." 


DEflTH'S UfHL 


(Continued From Page One.). 


diner. 
We had Just passed the Bridge 
and were going- very fast, when, as quick 
as a flash came a jar. I heard .a crash 
of splintering wood and braced-, myself 
In my seat, -thinking my last hour -had 
come. It was only for a-moment -that I 
sat, for, with others I was on ray .feet 
making my way out. The engine had 
turned over and the diner had shot off 
at the left and the baggage car was.com- 
pletely telescoped with -the. dining-car,' 


DINER TAKES FIRE. 


"The diner took fire almost Instantly 
and the rush of steam made an awful 
trap for those eating there. If I were to 
describe the. scenes' there it would turn 
you sick with horror. 
Fleph peeled in 
sheets from faces, and hands, and death 
fought -with, us for his victims. All this 
time—but It was not more than a few 
minutes—the fire .was spreading- and we 
knew that we -must check it. ."A. water 
tank was on the switch, fortunately and 
•we formed a bucket brigade and succeeded 
in putting- the fire out. After "We had 
rescued all. we couid—and the -number 
was pitifully small—we went to the other 
side and found the Pullman had. gone- 
over th'e .baggage car. • 
. 


MIRACULOUS ESCAPE. 


"Hearing screams we forced our way 
over the ruins. Mrs.1 Grummond of Bing- 
hamton was pinne'd down and-screaming 
fpr aid. • Mr. and Mrs. Cutler, were'lying 
on her,: both- dead. We -talked with Mrs.' 
Grummond and assured, her that 
we 
•would take her out. I never saw a.brav- 
er nor pluckier little woman. 
For two 
hours we worked there and her voice 
always cheered us on.- The car leaned 
perilously arid w.e had to-take crowbars 
and dig our ,ways through trunks,'pulling 
the .cloth ing out to get the trunks loose, 
so fast were they wedged.- All the time 
we feared fire, for the. peril was great, 
but at last we reached the woman and 
took her out". Her ankle- was broken. 
The relief train came and we loaded the 
Injured on It and sent them to Sun L,uia 
Obispo. Many will go through life badly 
scarred and maimed." 
* 
- • . - . 


BERKELEY, May 13.—W.B. Adams re- 
fused to prosecute Wallace Marcell, the 
ten-year-old 'boy whom he. .accused :6£ 
cutting, his trousers with . a knife, and' 
the case was'dismissed bv the court thU 
morning. 
. 


His charge that I cheated him, is pre- 
posterous." ' 
• *- 
Henry left last evening- for .his.. 700- 
acre ranch near Templetoh, 
l 


Opinion both within and ^without the 
club Is dldlyed upon- the., question of 
•Henry's guilt-or Innocence 


(Continued Krom Page One.) 


and have not, nor will they, attempt to 
use violence. 


' 
DISCLAIM ACTIONS. 
"As I have stated repeatedly, ail the 
violence'that has been committed has 
been on the .part of those outside of 
our union,, and in fact, outside of all 
the-unions affiliated with trie labor 
qounsel. As I. stated to-you.-last-Sat- 
urday evenin&,? it is immaterial to-us 
how many cars the United .Railroads 
i-un, as every time a car leaves the 
barns It- means a great' loss to the 
company." 


.'President .. Mahon of Amalgamated 


Association. o£ Street Car Employes, of 
America, met this mornlngr with the 
conference committee of the. carmen's 
union, and submitted several' opinions, 
which, he thought could be used ad- 
vantageosuly 
In 
bringing about, a 


peaceful setlement. What these sup- 
posedt solutions are, the 
conference 


committee,-at the present time, refuse, 
to dlvulpe. 
Mr. Mahon when asked 
what' he thought of the situation, said: 


LOOKS GOOD TO MAHON. 
'1 think things look more favorable 
than -1 had even any . reason to be- 
lieve they - would. 
As Mr. Cornelius 
sa'Id, *these cars that are running' are 
running at a great loss to' the com- 
pany, and. they will soon realize that 
they cannot break the strike merely 
because they are at this time being 
able to operate and carry a few pas- 
sengers. 
- 
. 
. 
' 
• 
. 
. 


"I ) really .-.should not say anvthlhg 
regarding the situation as my presence 
Here Is not that of an official, but to 
help bring, about peace, through my 
friendly»Influence with both factions. 
"I think'the end of the strike Is near 
•at' hand, although to those uninform- 
ed, a peaceful settlement would ap- 
pear further.way today than'ever be- 
fore since the.strike was first declar- 
ed. I think-the officials of our union 
here 
have 
done 
splendid 
work, 
both 
in 
maintaining 
peace 
in 
the 
union 
and 
for 
the 
abil- 
ity 
In 
coping 
with 
the 
situa- 
tion. It was not necessary for me to 
dome"- to the .coast, but I, had;: hopes 
that" my presence would T'be ^a means 
of helping to; obliterate'any violence 
that might arise." 


STRIKERS TO RETALIATE. 


In order t.o keep the. people 
from 
riding, on. the cars, the union-will1 soon, 
putMn operation a bus system to anci 
from fhe.fBrjry and the busy-points olt 
the city. These buses wJU be operat- 
ed-at.a moderate fare. The .union Will 
attempt to navo the owner* of-UM 


TAILOR-MADE SUIT SPECIALS 


A large 
shipment of 
new suits 
just arrived 
from the 
Eastern mar- 
kets—pur- 
chased at an 
immense 
discount. 
Bargains too 
numerous to 
mention. Call 
and see for 
yourselves. 


NO EXTRA CHARGE FOR CREDIT—NOTHING OFF FOR CASH. 
NO CHARGE 
FOR ALTERATIONS 


NO CHARGE 


FOR ALTERATIONS 


CORNELIUS ADVISES HIS 


MEN TO BE SENSIBLE 


In That Way Fight Will Be Easily Won 


SAN FRANCISCO, May 13.—Presi- 
dent Cornelius of the Carmen's Union 
made 
a 
sensible 
address 
to 
the 
strikers in the vacant Tot at the north- 
west corner of 
\Vetoster and 
Turk 
streets at noon today and ^s roundly 
.heered by the members of the union. 
As the TRIBUNE correspondent join- 
ed the crowd of listeners he was met 
)y a cordon of carmen who politely 
but firmly" told him that non-members 
of the union were*not expected to be 
present and that he would have to re- 
.urn home. 
The 
correspondent 
re- 


>-*• 


CAR DOES NOT BREAK BACK 


Accident Merely Strains Whitten- 


hall's Spinal Column. 


BERKELKY, May 33,—W. H. Whitten- 
mll. the man injured In the street car 
accident on Telegraph avenue Saturday 
night, is recovering at the Roosevelt Hos- 
iltal, where he was taken after being in- 
ured. 
His back was not broken, but 
.here is a severe strain and bruising of 
he spinal cord. 
He will be confined to 
ils bed for several days. 


SECOND YALE CREW AT HENLEY. 
XEW HAVEN. Conn.. May 13.—It was 
stated today that Yale will enter its sec- 
ond crew- in the Henley regatta at Phila- 
delphia orv May 25.' The second eiffht was 
lefeated Saturday by the 'varsity by less 
han a length and IP considered almost as 
strong as the university crew. 


buses and vehicles that are now run- 
ning through the- city reduce 
their 
7are to a nominal sum. 


Various unions 
affiliated with 
the 


Labor 
Council 
and 
the 
Building 


Trades Council, 'who have declared a 
joycott agalnat any store where the 
•1 erks or 
proprietors patron!ze 
the 


Jnlted Railroads, will employ a staff 
of expert photographers to photograph 
he people as -they, get on and off at 
he more busy points of the city. 


traced his steps to the walk on Turk 
street. 
He 
was 
escorted by 
four 


union men and his ears caught such 
cries as, "We want no 
newspaper- 


man here." 
"Put him out." "He'i a, 
scab," etc. 


PRAISED TRIBUNE. 


Cornelius was speaking at the tlm*. 
He was distracted by the cries and, 
looking- in the direction of the writer, 
raised 
his voice 
to a pitch 
which 


drowned the clamor of the men stand- 
ing around and t-aid: "That man is a 
correspondent 
of 
the 
OAKLAND 
TRIBUNE. 
He is all right; let him 


remain." 
A couple of members of the union then. 
ran after the correspondent and invited 
him to return while Mr. Cornelius was 
speaking. "Mr. Cornelius will say noth- 
ing that we want to conceal from th« 
public," said one of the men, who es- 
corted the correspondent back to th« 
meeting-. 


MUST 
EE 
SENSIBLE. 


"If we want to win this, fight," aald 
Cornelius, "we must act as sensible men; 
as men wlth good judgement; as men. 
with consciences. If Mr. Calhoun wants 
to do wrong—and he has done wrong:— 
let us do what it right. This will, keep 
the people with MB. Mr. Calhoun would 
cast you Into the slavery from which 
the black man was freed. 
Ours would 
be Industrial stav* ry, which Is the basest 
and most degrading kind of slavery, be- 
cause we have a!ways enjoyed freedom. 
Tills would be a. slavery of Intellect, of 
manhood, as weli as 
of 
brawn 
and. 
muscle. 
We kne\v he would run cars, 
but we knew also that he could not get 
people to fill then. 


REMAIN SOBER. 


"If he wants to pay people to ride on 
his cars, let him do so. Thousands will 
not patronize him. That will stop the 
flow of nickels Into his coffers. Faying 
passengers to ride will drain at the other 
end and before long we will have some 
of the water squeezed out of this corpora- 
tion. 
Jf we wa.i,i to lick Calhoun In 
this move for living wages and reason- 


I able hours, we must be sober men. 
A 
man who is not snber cannot win a • 


y.ens or men." 


More Steel Couches 


In spite of the fact that we have had 


an open order with the factory for the 
past six months, to send us as many of 
these steel couches as they could, we have 
been without them about one half the 
time, but we were just favored with another 
shipment and the sample is now on the 
floor. Although the cost to us has taken 
several advances in the last year, the price 
to you remains the same $7.50. 


The kind that you can make a couch, 


a three quarter or full-sized bed of, all 
steel, comfortable, sanitary, indestructible. 


Place Your Order Now. 


Phone Oakland 1101. 


Broadway. 


Next to Poctoffice, 


MONDAY EVENING, 
.OAKLAND TRIBUNE. 
•AT t.3, 1WT. 


S FROM ALAMEDA AND 
BERKELEY 


Baccalaureate Sermon of Rev. 


Bradford Leavitt Scores 


Labor Unions. 


UNIVERSITY 
STUDENTS 
WILL PRESENT 


"THE LIMIT" AT THE GREEK 
THEATER 


BERKELEY. Jlay 
13. — Solemn 


wordi o? counsel were given members 
o! the senior class and assembled stu- 
denty yesterday afternoon, when the 
Rf-v. Bradford tV. Leavitt. of Sar. 
Franclico delivered the baccalaureate 
S'rmon. Men and women t\hn feasted 
at banquet tables Saturday night, met 
la Hearst hall ar.'. In the Initiil feature 
of the commencement exercise? Rev. 
I^avltt took for his text I Johv ill, 3 
"And every rran f-at hath this hope in 
him. Ju.'tlflelh himself f i n us lie is 
PL re." 
He °-alrl In part: 


"There aru few thing" more apt Lo 


hold one to his tru.st than the desire 
tn do 
something or 
be 
something. 


Nothing Khe" us more confidence in 
tl yours man or woman than to dL-- 
coxer that he or she has plans and 
Impes for the future 
Let a lad have 


a hope in him of tucce?s in business 
or in profession and all real danger is 
past. It Is those who have no hopes 
£01- tho future whn :iro open to cveri 
assault of the devil In the present. Ir. 
the- higher fields of succe-s there are 
r» accidents: men reap precisely what 
they ha\e srmn, and nothing else. 
Nothing is lu=t on a man who is al- 
wnys preparing for his work and his 
life by keeping eyes and heart open 
to nature, books, men. 
For the man 


v. ho depends upon his brains for 
lIvi-llhorKl thero is no vacation, no time 
•when he may sit dov.-:i w i t h his work 
•finished. 
The greatest winners of suc- 


cess are those who look not for the 
end, for the payment, but with eyed 
Jlxed on tho work to see It It were 
clone honestly. 
If there is a social, 


moral, or intellectual difference 
be- 


tween men the difference Is between 
those v.-ho throw down 
their 
tools 


when tho whistle blows, and those 
-,\ho work on til! the work is done. 


GROWING TYRANNY. 


"L*t a mar. be filled with a hope of 


righting a great wrong: let him feel 
tho hunger of the poor, the poisonous 
vapors of a saloon at every coiner: 
let him learn to hate the respectaolc 
complacency tliit lifts aside ua skirts- 
from one sir. when they were bought 
and paid for by another sin 
let him 


see tho otficers of great corpoiatior.s 
chosen as trustees by the owners, who 
are the stockholders, juggling- with 
great properties for personal ends in 
the most unscrupulous manner and 
requiring the consumer to pay a price 
that 
w i l l produce earnings on three 


times the capitalization needed by the 
industry: or let him see the growing 
tyranny of the labor unions that we 
ieel in our homes, in our streets, In 
our cilv governments, even in our 
courts—the heaviest tyranny free men 
have ever been callel upon to con- 
fiont. conceived in good faith Cor the 
•benefit of the workmen, but proied to 
be thus far largely for the benefit ot 
the professional agitators, grafters and 
i evolution-is:?—let, in short, any evil 
of the time r.'rvkle m a man's soul, and 
that man walks the world 
with 
an 


nrmv in his single fist; and a thousann 
shall fall at hU side, and ten thousand 
at his right hand, but 
it shall not 


come nigh him. 


HOPE THAT PUR1FIETH. 


"Or if not these, let him dream of a 


liook 01 a poem, a faster yacht, or a 
tetter Bern, or simplification o£ biolo- 
'•i-a1 or astronomical science, and lo. 
e-ve-y man that hath this hope in him 
puntieth himself even as he is pure. 
Or let boy or girl have a hope ot be- 
coming like some one he believes in 
anJ admires. 
Let him be possessed 


by some hope that Is broad and healthy 
and it will concentrate his powers aa 
no hope of evil can do. 
"What kind of a hope have you? 


Somo of you have high hopes of use- 
fulness, you ha\e schemes and plans 
for helping others, you are thinking ot 
5 curselves only as 
possible 
instru- 


ments of Go! in the woild, and nav- 
ins; such hopes as these tney verily 
keep jou pure—some of you will go 
still higher with me. and have hopes 
of seems Got.: dimly or clearly dream 
of companionship with the Christ, and 
having that hope purify themselves 
even a= He is pure 
Ke w ho measures 


what he -wishes to do by what Christ 
- \ r u i d have done: he who is discon- 
Unted with himselt as Chi ,st woul-1 
have been discontented with him; he 
worthy to be laid at the feet of him 
whose" life was without fault—every 
one that hath this hope purified him- 
self oven as lie is pure." 
The pn-irr.un besides the sermon con- 


Mste.l 
of 
the 
h>im: "Let Ther. 


Be Lisiu." by the -emor In chorus 
Professor Chuir.ee:, \\ 
WelU ot the 


department ot Knglish lead a chapter 
trrvm the scriptures, and a (luarteUe 
i,l seniors re; dererl a h\ mi.. 


CARKSLITA R1IEY Ov7 
GRACE KRAFPT 


EICIUL CIT1 


Herman Krusi, Alameda Engin- 


eer, 
Describes Interesting 
Scenes in India. 


- ALAMEDA, May 13.—Herman Krusi, 
a well known engineer whose home is 
in this city but who is now in Bombay, 
India, has wntlen an intciestmg- letter 
to friends h"re. 
His description of 


thi burial service of the natives is par- 
ticularly \ivid. 
In describing tho cer- 


emony he says: 


"I have been to the burying grounds, 


Hindoo and Parsee. 
You can hardly 


call them burying grounds, for the Hin- 
doos burn their bodies. They seem to 
ha\ e no Direction whatever to visitors 
at the ceremony. 
They bring in the 


bodies in Utters, calling as they come, 
"Jam, Jam, Jam," meaning God, God, 
God. 
They put about half a cord of 


wood on first, then the body and then 
about a' cord of wood on top of the 
remains 
You can plainly see the 


hotly, the legs and arms projecting, 
and in the case I saw, the husband 
walked seven times around the funeral 
pyre calling out the name of his dead 
vvlfe. ' 


"Receiving no answer he pronounced 


her rlead and then ignited tho pyre. 
All calmly sat by while the body of the 
woman was Incinerated. 


"Tho Parsees do not burn the body. 


Thev place them in troughs and the 
vultures and other animals come and 
eat them 
The Parsees are nature 


worshippers and about sunset great 
numbers, men ant', women, gather on 
the beach, facing the sun, and say their 
prayers. 


HAR6EB.Y LYNCH Up" RUTH 5AL1WRT7 ETHEL PflfflY 


IT 


Boom of Yacht Strikes Him and 


Head of Encinal Club Gets • 


a Ducking. 


ALAMBDA, May 13 — Cecil Wright, 


commodore of the Encinal Yacht Club, 
was knocked into the bay waters yes- 
terday afternoon oft the clubhouse, 
when" tho boom of a yacht on which 
he \\ as sailing swung and struck him. 
Harold Durney, the other member of 
the crew, ran to the side of the boat 
and grabbed Wright 
He was pulled 


on board and then taken ashore lit- 
tle worse for his ducking. 


The Piedmont Ait Gallery at Piedmont 


wiH be opened from 10 a, m. to 5 p. ra. 
dally, Sundays included 


COLLEGE TOWN 
^W W' jL* Oft Hal \S Sou 
S. V^ MB? I V 


Autos Cany Parly About the City 


BERKELEY, May 13.—One hundred 


and thirty-nine Shrlners, members of 
Medlnah Temple of Chicago, reached 
Berkeley this morning 
The train wag 


delayed on account of the train wreck 
at Honda, in which Shrlners, from 
Beading-, Pennsylvania, 
and 
Buffalo, 


New York, were killed and injured. 


Immediately on arrh al 
here 
the 


Medm-ah Temple Shrln,ers were taken 
by the local niembe'rs of the Shrine for 
a trip around Berkeley, thirty automo- 
biles being used for this purpose They 
were taken up Euclid avenue to Hearst 


hall, thence up Wilson's Hill to the 
capltol site, the un-lversity grounds, tha 
Greek theater, and other places of in- 
terest. 
From there a drive through 


the business section of the city, to 
Claremont Hotel concluded the ride. 


President Francis. Farrier, o£ the 


Berkeley Real Estate Exchange and 
other business men were the hosts in 
the entei tatnment of the visitors— 
pointing out points of interest. 
The 


visiting Shriners will remain In and 
around Berkeley all day, leaving for 
the north tonight, en route home. 


Interesting Athletic 
Exercises 


After Hellerick Rules Attract 


Large Crowd to Grounds. 


University Students Will Take 


Up Topography of Quake's 


Path. 


(fOPPARP 


—Boye, Photo 


GOOD FELLOWS' CLUB 


Marguerite Brown and Blanche 


Gaines Announce Their 


Engagements. 


ALAMEDA, May IS.—Attached to 


the score cards giver, her guests at a 
card party a.: her Versailles avenu* 
home on Saturday were miniature ma^ 
riage licenses announcing the engage- 
ment of Miss Marguerite Brnw-n, th* 
hostess, to John Chilsilan Kouder. Th« 
announcement car.ie in the nature of a 
surprise to the friends of the young 
woman who l.ad gathered to play 500. 
Miss Brown if- a popular rnemer of the 
teaching stafl of the local school de- 
partment. 
Jlr. Rodder is a mining 


engineer now in Calaveras county. The 
wedding will take place next month at 
the home of the bride-to-be on Ver- 
sailles avenue. 
Miss Beulah Potts and 


Miss Charlotte Brush will be the at- 
tendants. 


Another charming Alameda girl who 


announced her engagement last week 
is Miss Blanche Gaines, of Santa Clara 
avenue. 
At A card party given at her 


home 
Saturday 
afternoon 
the 
an- 


nouncement at her engagement to Carl 
Struby was made. 
Miss Gaines Is 


well known on this side of the bay. 
Mr. Struby Is an architect in the em- 
ploy of the Southern Pacific Company. 
No date has been set for the wedding. 


' 
* 
* 
#> 


Seven Windows Broken in Train 
Fridsfy (.venlngHa* the Unitarian gym- 
nasium that w as largely attended. The 
patronesses for th« affair were Mrs J. 
A. Kassenbaum, Mrs. Drown, Mrs. 
Lovejoy, Mrs J. Bobnson and Mrs. J. 
B. Kahn. The hall was decorated with 


street i a profusion of lanterns in which were 


., I strung tiny Incandescent lights. 
The 
s 
' I color arrangement called forth many 


compliments for the young men who 
decorated the hall. 


On Encinal Avenue Late 


Last Night, 


ALAMEDA, May 
13.—An Er.clna 


avenue train bound for High strc- 
was pelted with rocks by five 
boys last night about 9 o'clock 
and 


seven windows of the coaches were 
broken. 
No passengers were hurt. 


The police were notified and atu-mpt- 


td to find the boys, but without avail 
An effort Is to be made to locate them 
and they will be prosecuted. 


Will HUD MEETING WANIS mm T0 


CANCEL AGREEMENT 


ALAMEDA, May 13.—A meeting ot 


the Good Fellows' Club will be held 
at the Christian church. Park and San 
Jose avenues, tomorrow evening. An 
interesting musical and literary pro- 
gram has been arranged for the oc- 
casion. 
VACATIONS OF POLICE 


TO BEGIN WEDNESDAY 


ALAMBDA. May 13.—The annual 


vacations 
for the members of the 


Police Department begin Wednesday, 


Mr. and Ms. Harrison Brooks, who 


have resided here for many years, are 
planning an eastern trip that will last 
a yenr. 
Mr Broolts has been 


the Wi-lls Fargo-Nevada. Bank 
over 
with 
for many years, but his resignation 1* 
In and he w ill travel for some tlroo. 


ALAMEDA, 
May 
13.—George 
E. 


Plummer has written to 
the 
City 


Council asking It to cancel an agree- 
ment he made with It fourteen years 


Mrs.' R. Hunter and her 


Miss Reta Hunter, have returned from 
Monterey, where they were domiciled 


j during the winter. 


1 
Mrs. Herman Krusi has sent out 


cards for a r< ceptlon at her Central av- 
enue home next Monday afternoon. . 


Mrs. George Perry is to be hostess at 
a luncheon it the Piedmont Springs 
Club next Thursday afternoon in honor 


ago. 
In 1893, Plummer offered to sell 


the city a school site on 
Sherman 


street between Trenton and Kings ave- 
nue for $10,000. 
The bond issue at 


the time was defeated, but Plummer's 
agreement still remained In force. He 


' has been bound by it for the lut four- 
Two men at a time will be given a , teen years, an* now desires to be re- 
rest of two weeks until the entire I j<-ased. 
It is the intention to divide 


force has had its yearly vacation. 
the land Into building lots. 


Balboa Discovering the Pacific 


Utilized as Vehicle for 


Much Satire. 


BERKELEY, May 13.—All prepara- 


tions are complete for the production 
tomorrow night in the Greek theater 
of the extravaganza "The Limit," to 
be given by members of the class of 
'07, It is to be given under the gen- 
eral direction of Garnett Holme, with 
Paul Stelndorff director of music, and 
Miss Leta Saunders directing the danu- 
ing. 
The extravaganza Is In three 


acts. Its scope is outlined as follows: 


ACT I—PANAMA. YEAR, 1511. 
Balboa and his Spanish folowers, 


afler crawling up numerous mountains, 
succeed in discovering the Pacific. In 
order to quiet the 
natives, Balboa 


founds 
a 
university, 
which con- 


FOUR CHINESE GO 


TO HOME^ DUTIES 


University Graduates With Good Records 


lsta wholly of himself. He attempts years he has been in the university, he 
1 
""""•' ""- 
' 
has kept up an Intimate correspondence 
to hold a university meeting, but the | ^.!th tlle secretary at the head of this 
first speaker sends them all to sleep. 
While they sleep, the spirit of tho 


Cla*S A, Eight 
Story Building I western hills, as typified by the Ham- 


.„ uL Tr™<WI On PrP«nr 
^di-yad, and the Poppy Chorus enter 
to Be Erected On Present 


Site. 
and dance. 
The Spanish, upon awak- 


I ing, are attacked by a band of Aztecs, 
j n horn they defeat. 
They then decide 


BERKELEY, May 13.—Work on a | to seek u permanent seat for their uni- 


}l"r 11—Frofe^srTr R. S 
in i-!-aii;e ot 
it- cl.iss of 


t- atid U'.iche--. who w I'.l 
,>1J 
woik '.hi- slimme!. 


Mod c\i:mn.i:ia'i ot 
the 


->hv p'M-T.Iiar t" ^ubside] L.> in and 


•,noiii 
the 
bnv n; San f-.an is 
alone the "ft ot las, >«,-s e.|'thounke , 
The phis.oE.aplv -..^^rtl.^ai 


•rltoiy will re- I 


BERXr.T.KY 


Holn.iy will I 
crracUinie = i < ^ 
do eitensn e 


about 


The ply 
Santa 
ocean 
ceive 
of specialists 


-»• TODAY AT THE UNIVERSITY 
•«- 


-»• 10 a. m,—Meetings of the Grad- •*• 


uate Council. Academic Coun-.> 


**• 
ci!, and Academic 
Faculties, -*- 


-*- 
Faculty room, California hail. 
-*- 


«• 2:00 p. m.—Reunion of tho Class •»- 
-«• 
of 19QJ, room 113, California -»- 


-«- 
hall. 


•»- 2:00 p. m.—Greek Games, part 1, *• 
-«" 
California field. 
Discus 
and 


-»• 
javelin throwing. 


-t- 3:00 p. m.—Greek Games, part II, -»- 
-*- 
Greek theater. Running, leap- -fr 


-*• 
ing, and v/restling. 
•*- 


-*• 6:30 p. m.—Reunion snd Dinner of -*- 
<• 
the Class of 1904, Idora Park.-* 


-»• 
Grill 
•*• 


-«- 8:00 p. m,— Reunion and Dinner •*- 
"- 
of the Class of 1397. Town and •* 


*• 
Gown hall. Berkeley. 
-*- 


«• 8:00 p. m.—Meeting of the Class -* 
-o- 
of 1893, room 109, California. * 


.aid H,. 
hall. 
•*• 


8:00 
p. m.—Reunion of the Class -•- 


1879. 
Miss Head's School, 2538.-» 


Channing way. 


class A building for the Berkeley 


National Bank 
be 
commenced 


'iom this cUisd | * 9:00 o. 


i* 
hall, 
mr.'le in Berkeley j 


m.-Semor'ball. Hearst.* 


•nVpXc ru-u.e will be mr.'le in Berkeley j 
v-hlle tT 
Uas« studies t';e bav district 


and in oUnTM.Ue while th, northern ter- 
BERKELEY. 
May 13—This af ter- 


ror the first time in the history 


during the coming fortnight, follow- 
ing the removal jf the bank's offices 
In th'e present building at Center and 
Shattuck avenues to temporary quar- 
ters in the Wright block, across the 
street. 
The present structure on the 


bank building site will be torn-down. 
The new building Is to be eight stories 
in height. 
The tipper floors will be 


used for ofHces and the bank will 
occupy the entire lower floor. 


A number of capitalists from New 


York have been in Berkeley during 
the last week examining sites with a 
view to erecting a first-dabs commer- 
cial hotel. 
Robert L. Coleman, who 


built and conducted the Hotel An- 
toinette, opposite Central Park, in 
New York. \\as among the party of 
•\isitors. 


D L Jungck has moved his real es- 


tate office into temporary quarters at 
1900 
Shattuck avenue. 


The demand for houses in Berkeley 


is such that W. T. Gilllhan, secretary 
of the Real Estate Exchange, reports 
that there are only fifty buildings,- of 
all kinds, for rent in the town. In his 
number are included houses, barns, 
stores and miscellaneous structures. 


01 the Un!\'>r?itv of California Greek i Thero are about 200 houses under 


•A s t r o n g 


stomach Is the 
foundation 
of 


good health. If 
yours ib \\ eak 
t h e Bit te rs 
will strengthen 
:lt and cure 
Sour Risings, 
Heartburn, 
Sick Headache 
Indigestion, 
Dyspepsia or 
Biliousness, 


sanies i\ ere 
These w ero partici- 


pated in by Seniors, Juniors. Sopho- 
moies and Freshmen, 
tre 
follow ing 


contestants taking- part iti the runnntr. 
leaping," wrestling, javel.n and discus 
throwing. 


P.H.Chubb, C. R. JIuKlllican, George 


Jones, C. S. Cerf, A. SI. Paul, F L. 
Kleborger, W. H. Fuller, F. Q. Stan- 
ti-n, E. A. Freeman, E. C. Bell. 


The following are the officials1 
Gymnasium—Charles T Magee. 
Paedotriae—J. W. 
Rhodes, 
Walter 


Christie. G. H. Pfund. 


Hellenodlctie—Professor Allen, A. R. 


Galloway, Sus 
Bl.inkenberg, 
K. 
E. 


Pnrker, Alex. Hartley, O. C. Tadlock, 
Erie Daveler. 
, 
The games consist ol S06 leet ma- 


construction and most of these are 
already 
engaged 
Every 
apartment 


house and hotel is full of guests Sec- 
retary Gillihan says that the building 
of apartment houses offers a splendid 
field for investment. 


»-• 


verslty farther north, and set out for 
California as the limit of their jour- 
ney. 
ACT 


mng race, 1212 feet running race, long 
leap and high jump. The distance in 
the latter as well as the height make it 
an exploit higaly esteemed. Throwing 
the discuss and javelin throwing at a 
target fifty feet distant is o citing 
and interesting. In the latter game ac- 
curacy Is the only thing considered. 
There is a big crowd on hand -witness- 
ing/the sports, which promise to be a 
feature iu future sport* -el th.9 unlver-' 
elty. 
' ~ 


SOUTHERN CALIFORNIA. 


YEAR, 1849. 


A pueblo of Mexicans Is startled by 


the approach 
of the strangers, who 


turn out to be Balboa and his follow- 
ers. 
From the germs of the univer- 


sity have evolved various Prominent 
Persons, each supporting some college 
activity, and each seeking to bs the 
head. The Hamadryad has grown sad, 
for she begins to look forward to I he 
clay when the love of beauty, which 
once existed in the west, shall have 
given way to the sordid love of gain. 
The first answer to her prophesy is a 
band of 43'srs hunting for gold. After 
an encounter with a band of savages, 
from the desert of Palo Alto, Balboa 
and his university continue their jour- 
ney northward. 
ACT 111. CAMPUS AT BERKELEY. 


YEAR, 1912. 


The university is now flr-nly estab- 


lished and the limit of ovolutlon Is 
reached, according to Balboa, who be- 
lieves his people to be the greatest 
that ever existed-, or that ever will ex- 
ist. The Prominent Persons are stii! 
quarreling over uniting their various 
interests. Other familiar college types 
are 
displayed. 
The Hamadryad is 


-\ e-ry sad, because no one cares for 
beauty any longer, and when she tries 
to call back the forgotten Spirit of Ibe 
Hills, U is the new Spirit of the City | 
that answers. 
With the aid of one 


who still loves beauty, she persuades 
many o? the students to follow her 
away. Balboa and -the Prominent Per- 
sons now think to have still less oppo- 
sition, but 
at this point 
they are 


overwhelmed by an Oriental Invasion. 
The Hamadryad and the Spirit ot the 
Hilla return, however, and the univer- 
sity Is freed alike from the yellow peril 
and the tyrann* of the Prominent Per- 
•OM. 
-•: 


immediately upon his return to his na- 
tive country. He Is to be given an Im- 
portant 
position 
with the Che Kland 
railroad that IR being built bv the govern- 
ment In the southern part of China.. The 
rearj Is to connect the large coastal cities. 
t Is one of the most extensive under- 
takings in which the Chinese government 
Is, engaged, being also one or the most 
modem and up-to-date. 
Tsung Yuen Ch:ing, and Mr. Ke tho 
Stanford graduate, were two of the atu- 
dents sent by the government of China 
to this country tour yeara ago, thesp 
young men having passed the competi- 
tive examinations that entitled them to 
this honor. Not only has their govern- 
ment given them ample support, provid- 
ing for all their needs, but now that toe 
university days are over, these young 
men are to be given positions of Im- 
portance with the Board of Labor, Com- 
merce and Agriculture. All of these stu- 
dents were graduates of native institu- 
tions. 


ALERT AND STUDIOUS. 


Blnnd. with an ever-present smile and 
of imperturbable g-ood humor, these Chi- 
nese students, although clannishly exclu- 
sive and maintaining their Independence 
hy 
keeping 
together and refusing to 
mingle much with the rest of the young 
men at the .university, have won the 
friendship of the members of the faculty 
and of the students with whom they 
came in contact. While they have been 
too studiuus to be what might be termed 
popular, they have taken important part 
In those affairs at college where actual 
fichoollng counted. 
Quite unlike Chinese 
seen oidlnarily on the streets, these alert, 
observant students adopted modern ways 
and attire, appearing- on the campus In 
precisely the <;ame fashion as the rest of 
the young men. 
The ancestral garb, 
which to the Western eye appears so 
uncouth and incongrous. is never eeen on 
the campus, where the- only Chinese who 
Ptlll wear queques are the occasional 


1 launch ymen. or perhaps the eooks of 
—„—„... 
._ _ 
-- I some of the university professors. 
The 
ceive the degree of civil engineer. He ' Chinese student In America ineiste upon 
also has work that he will enter upon being an American while he is hero. 


BERKELEY. May 13.—When the Mon- 


golia sails out of Golden Gate on May 
24 she will have on board four young 
Chinese' who • will take back with them 
the restrlts and rewards of their four 
years' work in the University of Cali- 
fornia, and four messengers of the gospel 
of western civilization will unter at once 
upon the great mission ol! spreading what 
they have gleaned from our fields of 
learning. 
These Chinese students who 


win receive their degrees are T. C. Pu, 
Taung Yuen Chang, Luther Chan, Chin 
Lee Chan, and Luther Jee, who will 
graduate at the University of California 
this week, and K. S. Ke, who receives 
his degree from Stanford University. 


TO 
WORK 
IN 
MANCHURIA. 


Of these, four will at once enter service 
with the imperial government at Peking 
Chin Lee Chan, who has made a specialty 
of 
the study ot agriculture at 
th° 
State University, has accepted a position 
•with the department of agriculture of the 
province of Manchuria. During the four 


department in his native country, asslst- 
n« his countrymen with much valuable 
information obtained here. 
Chan has 
made quite a record for himself in the 
college of agriculture, and according to 
Professor Wickson. dean of the depait- 
ment. the Chinese youth has done uncom- 
monly well. 
He entered as a special 
pupil, being unable to pass the entrance 
examination, but -wltrJn 
an 
incredibly 
short time, he not only cauffht up, but 
passed his examinations with high hon- 
ors. Chan is the first Chinese student to 
leave the university for immediate ser- 
vice under his* home government in this 
particular branch of technical work. 


AS 
CIVIL 
ENGINEER. 


Mr. Pu, who looks like a lad of 18. but 
who laughingly confessed to 28. will re- 


of Mrs. Joseph R. Knowland. 


Miss Emlb- Lance! was hostess «t a 


500 party at her St. Charles street 
home Staurd ly afternoon. 
Her guests 


included: Miss Edna Voogrt, Miss Hel- 
en Bancroft, Miss Maud Murphy, Mrs. 
Ernest 
McCandllsh, 
Miss 
Matlgnon, 


Miss Eleanor Eschen, Miss Edith Por- 
ter, Miss Louise Clapp, Mrs. Bert Scott. 
Miss 
Eleanor 
Russell, Mrs. Alfred 


•Weber, Miss Sayre, Miss Alice Naylor. 
Miss Ella Xaylor, Mrs. Cooley, Miss 
Dorothy Clark, Miss Olive Craig, Mrs. 
Muesdorffer, Mrs. G. M. Converse, Mrs. 
Eugene Stoupe, Mlsa Rena Scott, Miss 
Viola Minor, Miss Elizabeth Remmel. 
Miss Lulette and Miss Elizabeth Tar- 


<Jiff- 
. . . 


Miss 
lona. Connor 
entertained 
t 


number of friends at Ye Liberty Stur- 
dav 
afternoon. 
Her 
guests were: 


Miss 
Ruth 
Tisdale. 
Miss 
Emily 


Lemcke, Miss Edith Cramer, Miss Alice 
Teller 
Miss Charlotte 
Brush, Miss 


Roberta Haslett, Miss Marjorle Em- 
mons, Miss Phyllis Maguire, Miss Jean 
Tvson 
Miss Mildred Lansing, Miss 


Jane Decker, Miss Carola Hess, Miss 
Ruth Holt, Miss May BIsaell. Miss Jes- 
sie Hall and Miss Dorothy Tisdale. 
ItUECTi 


III THE EIST 


IS IN 


TOILS OF 


DEGREE LISI 


IS 


Pastor Defers Return Home to 


Raise Funds for San 
Francisco Church. 


AL.AMKDA, May 13.— In a letter re- 


ceived by members ot his congregation 
Rev. P C. Macfarlane. pastor of the 
Christian cl urch, states that It will b« 
two months before he is ag-aln In Ala- 
rreda. 
Four weeks ago he went ea»t 


to attend a missionary conference, at 
Cincinnati, Intending to return in a few 
weeks. 
He has been appointed the 


leader to secure funds for the erection 
ot the Fir?: Christian church in San 
Francisco -rhich will necessitate his 
staying In the east for at least two , 
rnonthc. 
Ho will lecture In many ci- 


ties and will write newspaper aiticle* 
for the furthering of the fund raisins. 
During- his absence the pulpit of the 
the church will bo filled by E. W. 
Darst. 


Rev. Willsle Martin, pastor of the 


First Methodist church, occupied the 
pulpit yesttrc-ay morning, after an ao- 
sence of two weeks during which time 
he was 11! .-it the Alameda SanltoriuM. 


Final Report on Five Hundred i 31st- 
Forfeits Too Many Times to Suit 


Berkeley Police 


Justice. 


BERKELEY, May 13.—Chet Perkins, a 
laborer, was arrested this momlns c.l a 
BERKELITr, Jtay 
13.—It 
was 
on- 


bench-vrarrant Issued bv Judge EdsBj 
nonnced today that the list cf namos of 


The -W'o]-iaifs Home and 


i Missionary socletv. of the 1-irst Meth- 


odist chur-h, 
will 
hold a meeting 


Thursday. 
The Sun-Jay school plcntc 


of the church is to be held in Nile* 
Canyon on the 25th 
The O. A. K. cub 


ill give a social on the evening of the 


Degrees Made to the 


Trustees. 


ness and n short time ago forfeited for Frees by the University of California this 
the third time, but Judge Edgar Issuer! year will be made public tomorrow after- 
n bench warrant for his arrest and Per- „„„„ 
kins will be arraigned In court tomorrov.- 
morning. 


On Wedi *sday evening at the Flrrt 


Presbypterlan church. Miss A. Boyc* 
will delUe." a lecture, illustrated on 
tome inter-Btng subject. 
The lecturer 


has a larse number of subjects to 
ehoost fro:? and a treat U »UdpaUt 
by the member^ of the church. 


Mr<= T '" Edwards, of San Jose, U 


to Ic-nure ot the Congregational church 
„...,.„„,„ »xr,nlni. 
cr ..u ec 
^ w 


I 
Tl(is forenoon a irceting.was held of "" v'"in^;ms of America. There will. 


the Graduate Council, 
the 
Academic I °^ .''tiec1'! program of In^i-;n music. J 


! Council «nd the Academic Faculty in the i Dn a p 
' 
* 


I faculty room in California Hall for 
the 
M 
WHIDD 
flF 
THF 
U/[M£C 
Tllliilll Ui 
IIIL 
Tf IllUJ : pun-osc of passlnR upon the degrees and 
- 
i making final report. 
nils report has 
_ . . . . . 
- 
_. _. 
A 
• ' been handed to thft trustees who will an- 
Pubhcation of PeUcan Again nounce the narn2S ^ degrees at a 


Threatened. 


BERKELEY, May 13.—The Pelican, 


published by the University students 
"any old time." will make Its appear- 
- 
-- 
-' 
This pub- 
Wednesday, May 15. 


will be complete, 


Joshes, 


o'clock tomorrow. 


• 
A TRIFLIXG MATTER. 


Lady (catching her maid In the act 


of dipping her finger in the sauce 
taste It)— Adele, wh»t a dirty 
a d i 
Adete-But surely. Madame would 


Edward, not fern > » « «««i 


IM editor mnd Boulter MUtel mutter- ••* • fMlB» rn«tt»r» N 


COFFEE 


You can buy somethii] 


called "coffee" at lOc 
with 3000 miles of R 
freight from the roaster,' 


Tow enter i*Mim« your mot 
>n-t Ilk* «cWlll«r« »wt; m 
*>B't 


MONDAY EVENING, 
OAKL'AND' TRIBTTNS.% 
WAY u, iwr. 


Brakeman Fountain, However, Is Hot 


Doing as Well 
as 


the Rest. 


SAX LUIS OBISPO. May 13.—All of | of Blnghamton, who were badly bruis- 


those injured in the Honda wreck are I ed, are able to get around, 
improving except Brakeman R. Foun- 
II. A. HARTZEL of Easton, Pa 


tain, whose back was severely injured 
and whose lower limbs were paralyzed. 


"W. H. BOYD. of Reading, Pa., was 


terriblv scalded, but will recover. 
1 
MARTIN I_. HEXKY, of Shamokin, 
'Pa., whose spine was injured, will re- 
cover. 
H. H. LEE, of Orwlsburgr, Pa., who 


suffered laceration of face and a frac- 
tured leg, is doing well, after being op- 
crated oYi yesterday. 
J. LOGAX. fractured leg and three 


Tibs broken, has an excellent chance for 
•recovery. 
MRS. FRED GRTMOXD, of Bir- 


mingham, ankle broken and numerous 
brui^-e.^, is improving. 


A. W. RAPPOLK. "f Bennis Paint, X. 


>y.. back and limbs injured, was able 
'to sit up this morning. 
Mrs. Rappok-'s 


'injurle swore slight, consisting of nu- 
merous bvui^e^. 


• 
CHARLES McKIXXEY AND WITH 


severely scalded and leg broken, TV 111 
recover. 
, 


MRS. 
HARBISON 
B. 
HENDLE 


and her daughter Helen, of Heading, 
Pa . .ire recovering from their slight 
injuries 
MR HENDLE 
was killed in 
the 


"ENGINEER 
CHAMPLAIN, of this 


city was 'badly scalded about the face 
and'arms. He is seriously burned, but 
\\ ill recover. 
LEM W. THOMPSON, of this city, 


hi* fireman, who 
suffered a badly 


sprained leg and bruises, was able to 
walk tills morning. 
TOHN C. HOFREDITZ. of Reading, 


Pa., suffering with a fractured ankle, 
sc,iip and race wounds, is resting com- 


°BR\KEMAN FOUNTAIN'S mother 
and 
sifter arrived 
here from 
San 


, Francisco this morning. 


SAN FRANCISCO. May 13. 2 p. m. 


—An Associated Pro.-,« man who made 
the round trip on Mission street, from 
the ferries to Twentj -ninth street, saw 


officers. 
six 
of 
them 
mounted 


Throughout the entire Mission stree 
line, distance of thirty-six blocks, pas 
scngers as well as strike-breakers an 
being subjected to an almost continu 


eVry few 
crowds of thousands of boisterous men 
and boys congrogat.-d about the low ous stream of filthy abuse. 
saloons of the 
Missinn district and I persons are patronizing this line, ontj. 


learned of two aits ol violence. 
At 


Sixteenth and Mission streets a beer 
bottle was hurled by a union sym- 
pathiezr at acr No. lOIIO. The nubile 
struck an iron stanchon and spliriU-ivfl 
Into fragments that ti-11 all about tht> 
inotorman. 
here wor< passengers on 


this car. 
At Sixtcrnth and Valencia 


ti 
large stone uns 
thrown from 
a 


trowd and lodqi d in a pa-Mng car 
Two pa-son^f-r.i werr on board t nu 
'ivc non-union men. 
None was hurt 


Police I'aplam Anderson is patrolmg 


the Mission district with si'Verty-oni' 


an occasional 
one appearing 
cour 


ugfous enough to run the gauntlet 
tlie union workmen who are employee 
by the thousands »n Mission strer 
buildings and the-hundreds of hood 
hims 
who 
from time 
immemoria 


liapv :nadc the district south of Mar 
kot srrnet their habitat 


tA First and Mission streets a unio 


s.Mupathi/" r seated in a bus found ell 
\ersion in spitting on passengers i 
n T.,-ent,eth and Castro street oar. H 
was j.inkul out of the bus by an offi 
c-ir 
and jailed 
fur disturbing 
th 


peace. 


Champion Drops in On San Fran- 


ciscans and Creates Pugilistic 


Comment. 


BY 
EDDIE 
SMITH. 


mm 


victorious Crook Asks Jury 


Shake Dice for De- 


cision. 


to 


RANKERS MEET AT 


SANTA BARBARA 


The Oakland Delegates Who Will Attend 


Will Harry Waters, notorious San 
rancisco crook and gambler, ask the 
ury which is now trying him to shake 
ice to decide whether he is to go to 
lie penitentiary or .not? The police are 
ncllncl to think his love of games of 
hance may carry him that far. 
AWiters was arrested 
in 
Oakland 


ome time ago on a charge of beatalng 
-Toward Smith out of 5400 in a pool 
ame. 
He was known as "Charles 
dart" until today, when Captain Pe- 
enson became convinced that he rec- 
gnized him as an inmate of the 
Rogue's Gallery." 
He went down to 


dentlfy him. 
"Seems to me I've seen you before," 


aid the captain. 
"I guess not," replied Waters, Indif- 


erently. 
"We've got your picture somewhere 


xround the office," replied the captain. 


I'll 
tell you what I'll do. Captain," 


replied Waters; "I'll just put up enough 
hat you never saw me anywhere be- 
'ore to niako it worth while. 
How 


much will you bet, Captain?" 


Captain Peterson says Waters is well 


-inown to tlie San Francisco police. He 
las worked numerous bunco games but 
as always escaped penalties by his 


smooth work. 
"He may get off this time," says Cap- 


tain Peterson, "but there is one bet I 
^an make with him, that every police- 
man In Oakland will be acquainted with 
:iim before he leaves." 


On Thursday morning the annual 


convention of the California Bankers' 
Association will open at Santa Barbara- 
Two years this representative organi- 
zation of the financial institutions and 
Interests of the'State held its conven- 
tion in Oakland. 
Since then Oakland's 


commercial'and banking interests and 
its status as a. 'populous business center 
has 
undergone 
marvelous 
changes, 


and it has consequently, been raised 
to a much higher standing In the esti- 
mation of the financiers of the State. 


OAKLAND'S DELEGATION. 


There is a strong desire on 'the part 


of the ambitious and progressive, ele- 
ment In local banking circles that Oak- 
land should be well represented at the 
convention; but the latter happens to 
have been called at a time when bus- 
iness is very active here and the work- 
ing forces In nearly every one of the 
banks are more or less crippled through 
the absence of many of their members 
on vacation. 
Several of the Oakland 


agers represent now that they are tied 
up by the rush of business. 


FIRST DAY'S PROGRAMME. 


The convention will be called to order 


TEKAMAH. Neb., May 13.—Walter 


Copple and wife, living across the line 
of the Omaha Indian Reservation, 12 


DPENSHOPAT 


THE MITE 


Laundry Stars Up With a Fair 


Force of Men—No 


Girls, However. 


promptly at 10 a. m. Thursday by the i mues east of 
here, were 
murdered I 
president of the association, Irving F. j 


a farm 


present o 
e assocaon. 
. 
»!„„ i™. ™(™-v,t 
Thp 
Moulton. An address of welcome to the ! s°me time last nlRftt. 
ine 


delegates will be delivered by Mayor T. | searching for Bert 
Phillips, 
D Wood. C. W. Bush, cashier of the hand, who worked for Copple. 
Bank' of Yolo, Woodland, has been chosen •• 
Phillips Is 
suspected 
->f 
knowing 
to make the response on' behalf of the something of Hie crime. 
association. 
This will be followed by | 
* _ 
. 
- 
President Moulton's annual address and | 
the reports of other officers and commit- i 
tees. 
' 
I 
At the afternoon session of the con- ; 
vention R B. Canfield, president of the , 
First National Bank of Santa Barbara. , 
will deliver an address on "Currency Re- i 
form;" James K. Lynch, vice-president 
of th" First National Hank of San Fran- 
cisco, will follow with .in address on 
"The Credit Department." 
Other ad- 
dresses of the day will be on "Higher 
Education in Banking." by 
Allyn 
A. 
Young, associate professor of economics 
in Stanford University, and on "The Ad- 
vantages of an Association of Bankers, 
hv B. F O'Neil. president of the State 
Bank of Commerce, Wallace, Idaho. 


SECOND 
DAY. 


Only two addresses will be delivered 


during the second d.iyjj. mornillE^e^.lP_n.; 
namely. 


FACE COURT AS 


^v.p.-jff io! 
Open shop commenced in full force »t 
5 
! the Yosemltc laundry today. 
Twenty- 
three men signed up on the nine-hour 
day basis and a raise of fiftep'l per cent 
over the schedule <if last year. 
No girls 
are at present woiking in the Yosemtte 
laundry, as the proprietors state that 
their "lives would be in danger under 
existing conditions. The end of the strike 
is not in sight, at the members of the 
Shirt 
Waist 
and 
Laundry 
Worker*' 
t'nion of Alamedu county will not alter 
the eight-hour day part of their original 
demand, which is the whole cause of th» 
Ftrike. 


Coal Land Defendants All Enter 


Pleas of Not Guilty. 


DEATH CAME TO CAMP 


IN YAWS GUISES 


Explosion.Kills Fourteen Men on 


Scene of Double 


Murder. 


CHARLOTTE, N. C., May 13.—As a 


result of a premature' explosion at 
Camp No. 2 on the Southwestern Rail- 
way, near Marion, N. C'., Saturday af- 
ternoon, 14 men are dead, eight bodies 
having been rcovered. Foreman Kidd's 
body was badly mangled. 


At the same camp Sunday afternoon 


Walking Boss Kicld and Charles Hale 
went to quiet "Jim" and William An- 
derson, who arc said to have been 
drinking, 
when 
Anderson shot 
and 


killed Kidd. Following this Hale killed 


CHEYEKXE. Wyn., May 13.—In the 
"Some Hints on 
and Obligations of the Banker," by Stoc,- 
United States District court today, E. T. 


although their presidents and man- 


Palace Bakery 


-V1012 Washington St-^ 


{IS The unequaled patronage 
W that this place has enjoyed 
: • the past 15 years proves 


Us merits. 


COCKER SPANIEL IS 
TALKS LIQUOR BILL 


Wyo., pleaded not Kiillt> to the charge of 
perjury In connection with the acquisition 
' o! government lands and will be tried on 


July M. 


HARBINGER Of WOE 
Of EOLK TO DttTHjJ« 


Master Dies of Heart Disease— 


Dog Whines Most 


Piteously. 


Anderson 
Hale and five others are 


under arrest charged with the murder. 


The c! 


Jeffries, quietly dropped In on the sports 


, of 'Jan Francisco this motninp. The cinse 


cause of the smliler. visit to the city ira- 
medlatulv inr.ted considerable speculation j r'jai'icisco. 


enthusiasts. 


Haul up nnd Uiivcn Lo crlmo ' was tl 
.1 m.ivlf 
UiU mot rung by Itusseli O; 


rum Vjft'niv Superior J uU££ Muh In who 


IL> plrdilijd j:uilt> tu a charge of roi 
Mis. OiLiom took the witness .stand ai 
toid ot tlu- ['amily's s-uff unrigs, and 
ho 


IUM busbar l was 
uirnud down and re- 


i u-.i-d 
\ \ u i k 
in San 
t-'raucbco once be- 


CcUiM' li^ \\iis- not a union man, 
and again 


bofrtus" he \MLS not a iec;Hteied vcjtei. 


Not uub did Mrs. 
Osti-om bey for her 


Inshband s r-jleatit; on probation, but tlie 
Uf\. J 
P. Turner told tht* court of thu 
that the Ostiom family had to 


Resume Places at Exchange as if 


Nothing Had Happened. 


BY 
tuuit 
toiviiin. 
'poverty that the Ostiom family had to 


hampion p;:tn»ist ot* the world. .Tim j ,>minu'. 
H J V 
Turner said ho has 
their 


hilart'n in his Episcopal parish In Sail 
i.uieist'O tind he wa.s familiar with the 
m-mn^tam-t's ot the Ostroms 
The farn- 


il> reside ut 11M.: 
Folsoi'i 
street, 
San 


iu his last attpmpt to make a 


nf ;|K lu^ t--ii,.\v. a-i 1 it is llkelv that 
Jim 
will serui-o a ptomise f r o m 
Jt'ft tn 


Hfjht nirain 


Jt'tl'l'HS hris promu-rd to fisht so ntt-^n 


•lately aivl I'all.-n d n u n im his word tlvt 
the public i- r'.ist IvKinmng to look upon 
his piomlse.s to return t-, the l i n g as a 
joke 


RUEF EXHAUSTS 


HIS PEREMPTORIES 


Missouri Governor's Pet Measure 


Meets Defeat in Extra 


Session. 


SAN FRANCISCO, May 13.—At til" 


office of the telephone company th>s 
morning; it was announced that the 
situation with regard to the strike of 
the girl operators is more satisfactory 
than at any time 'since the strike was 
declared. 


"Six 
more operators who left \\hen 


the strike was declared returned to 
work this morning," was the statement 
of the company officials. 
"Three of 


these were long-distance operators in 
the west office, who walked Into the of- 
fices tills morning and resumed their 
ulaccs as If they hnfl never left them." 
:—V 


Piedmont Floral and Seed Co. 


Always havo a fresh supply of cholc« 
cut flower1:. 
Funeral designs and bou- 
quets promptly made. 
Ring up phon« 
Oakland GOT; store. 60 San Pablo ave.iue. 


Piteous cries of n cocker spaniel first 


told Mrs. Garrett Platt that sorrow had 
entered her homo. 
As "ha opened her 


front door upon her rotuin from an er- 
rand the little dog met her with moans 
and yelps that spoke its anguish as 
plainly as words could have done, and 
Mrs Platt followed it In anxiety to Icain 
what hnd happened. Thf spaniel led her 
to the room in which she had left her 
husband, and there in a. clifiir in wlmh 
she had lett him sitting 
reading Ins 


morning paper she saw him dead. 
Gairctt Plait was a Pullman car con- 
ductor, and lived at 
C41 Thirty-second 
street. He had arisen yesterday morning] 
in apparent £ood health, and while his I 
wife wa.s busy about the house he s;U 
paper in hand and dog at his feet, lie 
was suddenb attacked by heart disease 
and uiud where he sat. 
How the litlle 
clot' knew that the grim reaper had seized 
Its master is matter for surmise, but 
Mrs, 
Plsiti, who had left the house for a. 
lew -noments, heard Its mournful whin- 
ing before she i cached the door. 
The Coioner took charge of the case. 
Mr. Platt was a native .of New York and 
K years of ase. 
lie leaves besides l.is widow three sonc, 
Garrett S., Rnymonrl R. and Earl Platt. 


WE JOG ALONG WITHOUT 


PROBATION OFFICER 


No One Has Been Appointed to 


Fill This Important 


9 . . 
Position. 


JEFFERSOX CITY. Mo , May 13. — 


The extra session of the legislature 
adjourned today. 
The bill that Gov- 


ernor Folk especially wished -to he en- 
acted, that to resulatc the dramshops 
of St. Louis county, by placing them 
under the control of an excise commis- 
sion, was killed In the senate. Senator 
(Gardner, Republican, talking 
it 
to 


death. 


CRISIS IN THE mm CABINET 


S VX FUAXCrsCO. May 
13.—All 
the 
IHivmpioiy ch.ilU'iigib ot both sides w e r e , 
e.x.uiui'tcd this mur-'inm: in tin* Ruef trial I 
.1 iid ii'jw only ILH- excusing of 
L.iU'Miit'n \ 


11-.- tin- judi4r u.in p n - \ i n t the 
tilting- <u' 
the ID']" S'Mt in the jury box by 
the 


Caspar "\Vnmmr-r. an Kicfhth Ftreet j 
.\ttnnuv \ch'lor tho dctenog used his 


snloon-Ueept r. \\as 
ar runt eel 
a 
tin ill j ij'-t pen-mptoi .\ 
on 
.Martin, Keating-, u 
decree of 
di\ oruc this 
mi>rnini* by 
> retired grocer uf - I D 
I Lives street, who 


CASPAR WBI1R IS DIVORCED I 
T 


L Ford, who U a United States Com- , 
mi^ioner sit Eurek.i, represents .Mrs.1' 
tlardno 


and Ach denied it 
,\as t-upporti'd bv Judge Dunne. So 
at Eurek.i, represents .Mrs. i j;;h'rso',V Wll's' forced to make use of tne 


{ ].ii.t remaining challenge to get 
rid of 
* 
tlu undesirable juror. 


FIRED SHOT AT 


SOL CORNFIELD 
KEEP WATCH 
FOR DEBT. 
Maxe Gutter, who was chaiged with 


felon}', w.t^ found builty ihib morning by 


Tile-men c-e I- in" eximineil to! y to Judge Qulnn. 
In his own testimony ho 


trv P.is.iiiale" Y'smr/.a 
r»i i:erkele% f.if an staled In ivurt that he kept $10 belong- 


•i^ault with ,i .1.- tdh \ve.,pon w i t h nit' nt Ing to a man by the name of \S iiuer, who 
tn kill 
lit i- ^ n d tn ha\e Im'd a shot at I borrowed Sin from him tn pay oft some 


The 
tilal 
will 
lie 
buld 
liefou 
'Suiierior bonowetl money is returned. 
The case 


has been continued for sentence. 


MISS EMMA RUNT2LER 


a pretty lace, a good firriire, but 
sooner "or later leara that t h e 
healthy, happy, contented woman 
is most of alT to be ndmi red. 


Women troubled with fainting 


spells, irregularities, nervous irrita- 
bility, backache, the "blues," and 
those dreadful dragg-ing- sensations, 
cannot hope to be happy or popular, 
and advancement in either homo, 
business or social life is impossible. 


The cause of these troubles, how- 


ever, yields quickly toLydiaE. Pink- 
ham's Vegetable Compound made 
from native roots and herbs It acts 
at once upon the organ afflicted and 
the nerve centers, dispelling effec- 
tually all those distressing symp- 
toms 
No other medicine in the country has received such unqualified 


indorsement or has such a record of cures of female ills as has 
Lydia E. Pinkham's Vegetable Compound 


Miss Emma Rnntzler, of 631 State St Schenectady, N. Y., writes:- 


"For a lon« time I was troubled -with a weakness which seemed to 
drain all my strength away. 
1 had dull headaches, was nervous, 


irritable, and all worn out. Chancing to read one of your advertisements 
of a case similar to mine cured by tydia B. Pinkham's Vegetable 
Compound, I decided to try it and I cannot express my gratitude lor the 
benefit received. I am entirely well ond feel like a new person." 


LvdU E Pinkham's Vegetable Compound is the. most siiccessful 


remedy for'all forms of Female Complaints, Weak Back Falling and 
Displacements, Inflammation and CJlceration, and is invaluable m pre- 
paring for childbirth and the Change of Life. 
Mrs Pinkham's Standing InvStation to Women 


Women suffering from any form of female weakness are invited to 


prompSycommnnilate with Mrs. Pinkham, at Lynn, Mass. Her advice 
Is free and alway* helpful. 


Shooting Was Result of Ancient 


Feud. 


John Noppe pleaded 
not 
guilty 
this 


morning: to the charge of murder when 


was arraigned before Superior Judge 


Melvin. 
Noppe 
was 
arrested 
for 
the 


killing of Charles Loague., which occurred 


the Hastings Hotel at Emeryville on 


February 21 of this year. When in court 
this morning Noppe was represented by 
Attorney Phil "Walsh. He will be defended 
by Attorneys Allen and Yx'alsh when he 
comes up for trial on Juno 10. 
The shooting .iffair at Kmeryville wa<; 
said to be the climax nf an old feud, 
it 
seems that John and Peter Noppe were. 
ot on speaking tei ms with League and 
cook named Frank Calbrese. 
AVhen 
League was shot, Calbrese fired at the 
Noppes, Injuring Peter Noppe. 
Catorese. 


v>as also shot, but not sei iously. It was 
at fust reported that the shooting was 
over a waitress In the hotel, but the po- 
lice discovered evidence that discredited 
that version of the affair. 


When District Attorney Brown made 


Ihf request this morning 
that 
two 


cases now on the criminal cilendar 
may be admitted to probation. Judge 
Melvin askpd the prosecuting attorney 
for a little information on the proba- 
tion officer. 
There is no such officer 


. a: the present time and when cases are 
! admitted to probation, it is in the cus- 


tody of some friend or parent of the 
prisoner or offender. 
Since Governor 


illett has failed to sign the hill pro- 


.iding- for a salaried probation officer 
there has bc>f>n no one after the office 
md the probation committee has neg- 
ecU-d to appoint anybody to flll tcs 
position. 
"It Is a most idiotic law to have a 
party of citizens appoint a probation 
officer," said Judge Melvin from the 
bc-nch this morning. 
"It seems 
to 


trust citizens more than the judges 
of this court by having them transact 
our business. 
Now that these 'wise 


people' have the authority to furnish 
us with an officer, it is up tu 'them to 
appoint one, but this they have not 


Vote of Confidence and 


Day Policy. 


Labor 


DELINQUENT JURORS 


Jurist Administers Sharp Rebuke 


to Those Who Evade 


Duties. 


Everything 
A /ways the 
Best 


Superior Judge Henry A. Melvln se- 


verely scored talesmen in general this 
morning in reprimmanding G. J. Pet- 
tltt, a juror who had to be arrested 
on a bench warrant for not appearing 


How Good Food may 


Turn to Poison. 


ECAY |J not digestion, you know, 


even when It takes place in tho 
stomach. 


Food decayed in the bod/ 


after he had been exc'u'sed for tfter being eaten is as dangerous }o health 


ts food decayed before being eaten. 


PARIS, May. 13.—In the Chamber of 


Deputies during the debate on the gov- j 


education minister Briand announced 
that if the house did not support the 
government's disciplinary methods the 
minister would not re-enter the port- 
folio. 
The debate was adjourned until 


tomorrow, when the government will 
ask for a vote of confidence. 


in court 
a day or two. 
Pettitt said his ears 


had deceived him and ivas the cause. 
Focd nourishes or poisons. Just aceord- 


of his inexcusable absence from the j (n? (0 [,ow [ong |t remalns In the Bowels 
court-house since last Monday. 
I 
*" 
A bench warrant was issued for Pet- j undigested 


tltt and Saturday afternoon he was 
* 
* 
• 


v,1hentet<hohtalc^ant wenff'o'r hfs™^? | 
Most of the 13lEestlon occurs tn Ih. 


at the Dickey .shipyard. 
Several at- thirty feet of intestines. 


^ToV^titrb^Vwas6 not' norne 
They K* lined with a' aet of Htfe 


when the officers called. 
| mouths, that squeeze Digestive Juices into 


elvin «ild that there is a, ^ p00<j tlitn 


'ry0serv!cc.Pe"enmuch Zre so" j 
The Instestines are also lined with million. 


than that of 
going t.o war. 
When of |;tt|e suction pumps, that draw the Nutri- 


Pettitt complained 
about the 
short 


pay given jurors compared with the 


r he makes as a ship carpenter, 


Don't thing 


Thousands of 
cured by .Doan's Ointment, 
any drug store. 


SANTOS mm 
HIS PLEA 


ol]rt saia tnat lf 
Ll"- 
sh0uld be 


held up, he would be one of the loud- 


ng that piles can't be cured, e-t to complain and want the culprit 
of obstinate cases have been | punished, yet he was unwilling to as- 


"" ' 
50 cents atjsist In carrying: out thf laws. 


I 
"A short time ago I attended aban- 
! quet at i\ lilch 'Reform' was the theme 
and It was discusser! by able speak- 
ers." said Judge Mcl\in. 
"Yet I ven- 


To 
Charge 
of 
Murder 


Morning. 


This 


Santos entered a plea of not 


guiity this morning to the charge of 
mur- 


dering Angrelo GemlgnanI, an Italian, on 
the night of December II, 1310. 
Santos 


will be tried June r. p.nd Attorm-y I.m S. 
Church will represent the defendant. 


Santns wac formerly the proprietor o£ 


he United States Hotel at Centerville, 


ment from Food, .is It passes them In going 
through. 


.But, when the Bowel-Muscles are weak, 


fhe Food moves top slowly to stimulate 
fie little Gastric Mouths and there is no 
{low or loo little flow of Digestive Juico, 
to change the food into nourishment. 


Then, the food decays in the Bowels, 


ind the little suction pumps draw Poison 


into 1 
n 
my flepartment. The tendency to do ' etead of the Nutrition they should MV« 


drawn. 


NOW IN WISCONSIN 


Assemblyman 
Confesses 
They 


Were Approached in Sena- 


torial Contest. 


MILWAUKEE, 'Wis., May 
13.—An 


Evening Wisconsin special from Mad- 
ison, Wis., 
says: 
Politicians 
about 


the state here are somewhat 
exer- 


cised this afternoon over the rumor 
that money is being used to influence 
the election of a United States Sena- 
tor. 
Two members of the Assembly 


it is said, confessed that 
they hafl 


been approached or believed they had 
been. 
MANY ARE EXCUSED 


IN MOVER CASE 


BOISE, Idaho, May 13.—Twenty-four 


members-ot the special venire were ex- 
cused for legal reasons and the exam- 
ination of talesmen commenced at 3:25 
p. m. 


LICENSES TO 
WED. 
The following marriage licenses have 


been issued: 
Charles W. Decater, So, Roseville. and 
Rosa A. Adams, IIP, Graton. Mass.; James 
H. Johns. 35, and Doto J. Denison, IS 
both of Pleasanton; N'iels G. Nielsen. 30 
and Isabelle M. Nicholson, 26, both o 
Oakland; George Langenberg, 36, Porter- 
vllle, and Edna Trultt, 32, .Berkeley. 


done." 


LAWYER WITHDRAWS 


" fROMJMER CASE 


Trial Set of Man Who Five Men 


Accuse of Having Robbed 


Them Recently. 


Ira Butler will be tried on May 22 


on a charge of robbing five men in 
JN'eal Carey's saloon at Broadway and 
Sixteenth street. ' Butler pleaded not 
guilty last week an-d this morning had 
his trial set. He is said to be the man 
v.-ho went into the rear o£ the Albany 
cafe and .with a .drawn revolver re- 
lieved its gatrons of about $300. 
The 


money was found, in a garbage barrel 
in the alley where Butler was arrest- 
ed. The thief made an escape out the 
back way and- changtd his clothes to 
avoid suspicion. 


Butler was represented this mroning 


by Attorney Clinton Dodge, 
but 
he 


withdrew from tbe case and the pri- 
soner said he would secure another at- 
torney before his case comes up for 
trial. 
. 


BRODERICK JOST HIS HORSE 


Rig is Stolen, in Broad Daylight 


Without Detection. 


BERKELEY, May 13.—J. D. Brod- 


trick, a real estate dealer with an of- 
fice at Ashby station, reported to the 
police this morning that his horse and 
surrey had bean taken from in front 
of his office at about 10:30 this morn- 
Inr 


this is alarming. 
Men who would be 
ready and willing to go to war, seek 
to evade jury service on the flimsiest 
of pretexts, and yet sen-ice In a. jury 
is ofttimes more important than ser- 


% After reprimanding Pettitt and ac- MuEcles o( ,he Bowels and Intestines just 
ccntinff nis isxcusc, 
«) uuge Air ivin *n- 
.. 
. _ 
, 
.. 
low-rl him to go without punishment, as a. Cold Bath, or open-air Exercise, stim- 


inslsted . 


Now, Cas«ret£ contain the only com- 


bination of drugs that Stimulates thesa 


nd in n llpht over n gnme of cards he is 
saiii to have F truck Gemignani on 
the 


lead uitli a beer bottle. The Italian lived 
or a few months, l.ut finally succumbed 
o concussion of the brain at the Provi- 
it-ncf1 Hospital. 
Santas was denied bail, 


BO mu^t remain in the cnunty jail. 


V/ill be found an excellent remedy for 


5lek heads oho. Carter's Little Liver Pills, 
Thousands of letters from 
people 
who 


^a\e used them prove this fact. Try them. 


REICHSTAG 
PASSES 
TREATY. 
BERLIN'. May ]3. — The Reichstag to- 
lay, with only a 
few 
negative 
vote.--. 
inftsed the second reading nC the com- 
mercial modus Vivendi between Germany 
Rnd the United States. 


that he servo on thu jury .panel. 
FUNERAL TRAIN WILL 


LEAVE TOMORROW 


departure of the Shrlner funeral train 
will be dolavod until tomorrow morn-' 
ing. 
' 


HEAVY RAINFALL IN HAVANA. 
HAVANA. May 13.— Heavy rains havo 


full™ In Havana province, breaking a 
drought of manv months. Rain has been 
reported in otber sections of the island 
(luring thp past day or two. 


Ulatts a i-azy man. 


Cascarets therefore act like ExerclM 
They produce the same sort/.ot N»tu 


result that a Six Mile walk In the coun 
would produce without any injurious Che 
leal effect. 


The Vest Pocket Casearet Boi It* 


by all Druppiste £t Ten Cents. 


Be sure you g«t the genuine, made o 


by the Sterling Remedy Company, i 
never sold in bulk. 
Everjr tablet «tim| 


••ccc." 


. WILLEY CO. 


(Established 1855.) 


Oldest Established Vehicle House in the West 


Our Name-Plate is a Guarantee of the Best Quality 


NOVaiiES IN PONY, THREE-QUARTER AND fUU-SIZE VBIICLG 


OAKLAND ' 


STORE 
165-167 


Thirteenth 


Street 


Bet Madison 
and Jackson 


Phone 


Oakland 


. 
8062 


SAN 


FRANCISCO 


STORE 


19 


Pell Street 


Near 
Market 


Phone 


Market 336 


WE NOW HAVE THE FINEST STOCK in our line ever shown in 


OAKLAND OR^SAN FRANCISCO 


COMPLETE LINE OP 


HARNESS, 
ROBES, 
WHIPS 
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<0KttLAND TRIBUNE 


W.E.DARGIC. PRESIDENT , 


The Governor and the Car Strike. 


Governor Gillett's laconic announcement of a firm determination 


to preserve peace and order at all hazards rings with the resolution 
of honest purpose. There is no shilly-shallying in the language; 
no paltering with sense, no platitudes and no bathetic appeals to 
be quiet, please. The Governor quietly but plainly lets it be under- 
stood that obedience to the law is a duty which none will be per- 
mitted to evade. If the local officials refuse to enforce the law he 
will enforce it himself. 


Troops will not be called out unless the situation compels it. 


Every good citizen hopes there will be no necessity for calling on 
the National Guard to preserve order. It would be a public mis- 
fortune if disorder should reach a stage compelling the military to 
police the city, for the use of troops to uphold ,the supremacy of 
civil law is a last resort that gives a community an evil reputation. 
Putting a city under military guard is an evil only second to the 
reign of not and lawlessness. By keeping the peace troops will be 
kept out of the city 


That is what Governor Gillett says, but he also says he has 


no faith in Chief of Police Dinan. That functionary expresses sur- 
prise that the Governor should consider him incompetent. 
Most 


people think he is even worse. 
Dinan says: "There would have 


been no rioting at all had Calhoun notified me the first day he took 
cars down Turk street " This is the statement of a fool or a knave. 
Dinan kno\vs \\here the car barns are located; the announcement 
was made in advance that cars would be run. As Chief of Police 
il was his duty to guard against the possibility of disturbance and 
to distribute his force with a view to meeting the exigency that every 
person of intelligence knew was sure to arise in the vicinity of the 
car barns. 


Dinan ignored the signs of the times, all of which presaged 


impending conflict, and took no precautions to prevent trouble. 
He^ 


skulked and shirked, and then vapored in a manner to encourage' 
further rioting. His hands are wet with human blood. After per- 
mitting criminal violence, he directly encouraged it by announcing 
that he would shoot down men for daring to provide the defense the 
officers of the law withheld. 


Calhoun made the mistake of not equipping his cars with red 


Ights. Had he hung- out those signals, force of habit would probably 
have caused Dinan to extend his protecting arm to the cars. 
He 


ordered the release of a rioter that a brave patrolman had with great 
difficult) arrested redhanded. and then bowed his acknowledgment 
to the cheeis of the mob. This bespeaks the character of the man 
and his conception of his duty as an officer of the law. 


If troops are called in to restore order in San Francisco, Dinan 


will be principally to blame for it. If he is not incompetent he is 
deliberately false to his duty and his oath of office. When men wear- 
ing the badges of pickets are permitted to assail women who get on 
the cars with obscene insults, the culmination of police cowardice 
and ruffianism has been reached Such outrages must be suppressed, 
and Governor Gillett deserves the thanks of all decent people in 
saying that they shall end. 


Richard Cornelius says the Carmen's Union stands for peace 


and order. Why, then, does he object to police protecting the cars 
and call the men operating them thugs and cutthroats? Why is it 
necessary to guard the cars at all? Beyond question the vast ma- 
jority of the carmen are industrious, law-abiding citizens, who will 
not insult women or smash cars with cobblestones, but there is a 
minority who respect neither the law nor the sex to which their 
mothers and sisters belong. To such the officers of the law must 
sternly address themselves, 
suppressed. 


It is riot, not unionism, that must be 


WOCOME.DWR .SMUOWMl* 
BROTHER * Ra»M»cmmtt 


LAwsoNfne 
'SYSTEM'ft 


Mtich Depends on President Mahon. 
** 


It is fortunate that W. D. Mahon, head of the national organi- 


zation of street carmen, has arrived in San Francisco. 
Mr. Mahon 


is a man of capacity and sound discretion. His devotion to the cause 
of labor cannot be questioned, for his services to the men engaged 
in street railway sen ice ha\e been numerous and large 
He has 


imariably counseled against violence and disorder and is an advo- 
cate of mediation and arbitration. His most notable victories have 
been gained by mediation and conciliation, and by addressing sen- 
sible arguments to humanity and justice. There is not a street rail- 
way manager in the country that does not respect him, nor is there 
one who will not give earnest consideration to what he has to say. 
Unfortunately sickness prevented his giving personal attention to 
the San Francisco situation earlier, and he has come upon the scene 
at a "time when matters are in a very bad shape, indeed. Neverthe- 
less his wisdom and experience give hope of an adjustment that will 
permit the carmen to return to work in a spirit of good will. Public 
interests demand that the strike be settled promptly and on a basis 
that will restore industrial harmony to the city. If Mr. Mahon can 
settle it amicably he will render an immense service to the com- 
munity at large as well as the cause of labor, which he has so 
cftK-icntly represented in the past. 


Prevention of Forest Fires. 
i 


Every summer this State has been afflicted by serious foiest 


fires. Some of them have been very destructive, not only to grow- 
ing timber but to other property. This year the State Forester is 
receiving liberal offers of aid from the 
Supervisors 
of 
various 


counties to carry out a preventive campaign. It is quite probable 
that many of the destructive forest fires of the past might have 
been controlled before serious damage had been done by timely at- 
tention. 
Usually such fires are allowed to burn on without any 


effort being made to quench them until they reach a stage when 
settlements or valuable cultivated territory and important industries 
are threatened. It is then usually too late to arrest the progress 


of the flames and the only thing that can be done is to divert 
their comse in a direction where the least damage to improvements 
can be done. 


, The old adage that "an ounce of prevention is worth more than 


a pound of cure" holds good in the case of summer forest fires, 
and State Forester Lull has wisely decided this year to apply it. 
The co-operation of those fotest counties which are usually fre- 
quented by campers in the matter of policing the camps and en- 
forcing strict regulations regarding the 
extinguishment of camp 


fires, will doubtless do much toward reducing the number of forest 
fires and the area of the timber land which is annually devastated 
by them. 
Careless campers have unquestionably been responsible 


for many destructive forest fires in the past. 
Others have been 


tiaced to the negligence of hunters. 
Both of these classes can be 


controlled in a broad sense, for neither will intentionally set any 
forest growth afire. 
The vagrant tramp is the only truly vicious 


agent figuring in the case. He has "ho respect for property; and, for 
the mere gratification of his destructive propensities, he will delib- 
erately apply the torch to the dry underbrush adjacent to 
the 


camp he is abandoning. But the camping places of this predacious 
and irresponsible fraternity are well known to the officers of each 
county, and, if these are systematically put under police surveillance 
in the timber-growing counties, it is more than likely that good 
results will be obtained through a material reduction in the number 


Pointed Paragraphs 


An easy way to get money Is to In- 


herit it. 


Sharp men know that cutting re- 


marks do not pay. 


Many a woman who looks like an 


angel torgets to "act like one. 


In relating his experiences a tnan 


usually poses as his own hero. 


Some people must get awfully tired 


listening to their own talk. 


It's tough even on the 
six-footer 


when he has one foot in the grave. 


Most people seem to enjoy coming 


out of a church more than they do 
going In. 


It's to a man's credit If he can truth- 


fully say that his credit is good. 


Any woman can make a dollar go so 


far that her husband -Till never see It 
again. 


Some people, after expressing the 


•wish to do unto others as they would 
have others do unto them, let it go at 
that. 


TThen a girl invites a young man to 


her home for dinner, and he is told 
that she did the cooking, It's time for 
him to sit up and take notice. 


NEW YORK'S WEALTH. 


Few people realise the tremendous land 


•nenlth of New York City today. 
I In- 


K tul lird valuations of the cltv by Us 
recent cen^un reached the enormous 
this 
nn in 
«5 nf 
pf f 5.^10,000,000. 
MOO 000.00 in 1S07 over I960, and 1901!, In 
turn, showed an increarc o( J1SO OM.O'jO 
over 1905. Within a clecndo the Increase 


of the summer forest fires. 


WANTS TO ANNEX OAKLAND. 


EDITOR TRIBUNE: You say the suggestion of consolidation 


under the name of East San Francisco is "rot" and ask why not 
consolidate under the name of West Oakland 
There is no reason 


that I know of, except that it would not accomplish the same result. 
Also all our names would suggest a great city while the other would 
be a subject of mirth. THE OAKLAND TRIBUNE has merit and 
I would like to see it rise to the dignity of a great metropolitan 
daily, with circulation far beyond the borders of its -town, but it 
will never be much more than a local paper so long as it is printed 
in Oakland merely. 


Brooklyn was nothing but a provincial town even with a million 


inhabitants until it became a great metropolitan city by union with 
Xew York, And so it will be here, so long as local jealousy divides 
what should be known as one great community, as Berkeley, Pied- 
mont and Fruitvale divide themselves from Oakland. If they were 
all united and pulling together each would be 100 per cent better 
off. 


Oakland has had natural advantages equal to San Francisco and 


superior to Los Angeles for fifty years, but it has lacked brains and 
energy to see and do. Those were absorbed in the larger 
city. 


Owing to fortunate circumstances she is getting an accession of them 
in the cast 3'ear and is growing accordingly. She is beginning to do 
things, but San Francisco is doing things also. She is overcoming 
abnormal conditions of every' kind heroically, and it will not be long 
before any community, however conceited, might well be proud to be 
associated with her. My interests are more on this side of the bay 
now than o\ er there, so I am not prejudiced. If I were younger I 
would make a fight on this question; as it is I will leave it to 
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has bs<!n considerably over 100 per cent. 
i>OllbtleSS the State Forester Will be 
i Xew Cork real estate is todaj \alui-a at 
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I moie than one-twentieth of the United 
able to evolve a satisfactory system of 
policing:, 
now 
that 
the states it is greater than the entire 
0 
-wealth of many States and even nf many 
foieign countiles. It Is 25 per cent more 
than the entire wealth of Holland. Spain. 
Sweden and Norwav; BO per cent more 
than Switzerland, Denmark or Portugal, 
It is one-third that of Italy; one-fourth 
that of Russia; one-seventh that of Ger- 
many; one-eighth that of France; one- 
tenth that of Great Britain and Ireland. 
' - In an Em- 


counties interested are volunteering to co-operate with him.' The 
experiment is worth trying anyhow, for the annual loss of mer- 
chantable timber, without considering other property destroyed or 
menaced by summer fires, is becoming a very 
serious question 
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owing to the rapid contraction of the forest areas by the legitimate I it i= indeed an imperial city i 
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plre State.—Moody1* Maraslne. 
operations of the lumberman. 


The flooding of the islands in the delta of the San Joaquin 


and Sacramento rivers has turned out, happily, not to be such a 
serious calamity to the land-owners and farmers occupjing them as 
was at first feared it would be. 
The flooded sections are being 


tapidly drained. The crops in some parts of the submerged area 
are reported to have not only survived, but to be now in a fine 
condition. Other areas where the crops in the ground at the time of 
the flooding were drowned out, have been drained early enough to 
enable their reseeding with a certainty of reaping a harvest. All 
fear of a shortage of potatoes and beans has been dissipated, as the 
area adapted for the cultivation of these foodstuffs is represented 
by an expert who has thoroughly exploited the field, to be 20,000 
acres in excess of the area utilized last year. It wouldn't be sur- 
prising, after all, if the farmers of the delta lands should be im- 
mediate gainers through the flood. Anyhow, we are always liable 
to overrate disaster in this State, and this year's experience of river 
islanders is a case in point. 


The Fresno seedless raisin trust is one of the .latest combina- 


tions organized for the restraint of trade and the creation of 
monopoly of the interests it represents, to go out of business. 
It 


was impelled to do so by a wholeesome fear that it would, sooner 
or later, come under the ban of the law passed by the State Legis- 
lature at the last session. Its demise will doubtless be hailed with 
supreme satisfaction by the seedless raisin growers, for they will 
have a chance now to get a fair price for their products under the 
stimulus of honest competition, 


younger men, and if they do not see it at once will have to wait until 
they grow up. 
.THOMAS O'BRIEN. 


,, "It's little whims that determine the popularity of novelties," 
said the girl at the glove counter, "This 'unfinished mocha' is a 
particularly good seller because the 'ball and socket' fasteners snap 
loudljl They give a woman something to play with, so the manu- 
facturers 1 have got wise and now all the new gloves have very 
snappy fasteners." 
Then the clerk-psychologist felt of her belt 


buckle, smoothed her back hair, and moved on to the next cus- 
tomer.—Kansas City Star. 


ABSOLUTE' 


SECURITY, 


Genuine 


Carter's 


Little Liver Pills. 


Must Bear Signature of 


Sea FcoSmli* Wrapper Mvm 


totak>a* 


CARTER'S nRDUIUKtt. 


FIR MUMUns. 
RMTmrouvn. 
FOt UmTIPATIM 
re« IALUW snt. 
FOB THEMMnEXIM 


UttJ 


cusr 
"=*OACHE. 


Substance a* 


Sustenance 


There's more real food substance 
in ordinary soda crackeirs than in 
any other wheat food—which 
means more sustenance for the 
body. 
Uneeda Biscuit 


is the only form in which soda 
crackers should ever reach your 
table. The dust tight, moisture 
proof package bringing all their 
goodness to you intact 


NATIONAL BISCUIT COMPANY 


LYONS 


Clothes Built for Service 


Not only the service of fabric but the satisfactory service 


that comes from good tailoring, which in result means the 
garment will hold its shape and maintain its style as long 
as you wear it. 
Suits to order from .. $18.00 up 
Overcoats to order from $18.00 up 
Trousers to order from $ 5.00 up 
Ctiarleslyons;- 


958 Broadway, Oakland 


m Frineitio Storei: 
731 V«n 


vt.; -KS2 Flllmore St. 


LONDON TAILOR 


Samples and self-measurement fom« free by mull. 


RABJOHN & MORCOM 


FINE ART DEALERS 


PICTURE FRAMING—AH the lati";t draigna in mould- 
Ings. Unsurpanscd styles and workmanship in gold and 
powdered sold elfecU. 
Inspection of 
our samples 1« invltel. Largest line 
at Enrravinfs. Etchings, Prints, Fae 
Slmllai, Photo*. Artists' and archi- 
tects' supplies. Free Art Gallery. 


408 14th St 


OAKLAND 


Franklin and Broadway 


5M Van Ntss Ave. 
SAN 
FRANCISCO 


N.C.B. Ice Cream Co. 


Wholcate-RetaH 


Delicious frozen dainties for'fami- 
lies, parties, societies, lodges, banquets, 
picnics. 


Open between 9:30 a. m. an<l 4:30 p. m. 


Our Fitter* on Premise* 


Our Saturday and Sunday Special* 


Oak.aS4. 


Market and A0gar StrwU 


Don't fail to attend 


the OPENING SALE of 


at HOTEL CRELLIN 


Cor. Washington and 10th Sts. 


SECOND FLOOR. 


20% Discount 


on entire line .of Parisian and American 
Ladies', Misses' and Children's Apparel. 


Novelties on display exclusively 


shown by us 


MONDAY EVENING, 
OAKLAND TRIBUNE. 
MAY li, IfOT. 
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S PAGE FOR WOMEN •/. HOME 


GOSSIP ABOUT . 


THE SMART SET 


Miss 
Mae 
Sadler the 
attractive' 


•iancee of T.ouis Mead is the popular 


juest of honor at man\ affaus 
On 


Tuesdas M-s Shea o£ San Francisco 


will entertain at a lun heon for Miss 


Sadler to be given it th» Fairmont 


\e\t JThurs lav afternoon Ml=s Sad 


'<.r vsill be the complimented gu st at 


te i given 
1 % (he Mi=ses Vvood at 


i ir Piedmont home 1 h 
receiving 


artj 
will in luo>. Miss Hi/cl V ooJ 


I s M>rt t V\ ood Miss Ci ue \\ ioci 


rs L M badl r Miss pmh Sailer 


Mi's \ lee Poormin 
Mrs 
r'a 1'ord 


jCivitt of t>in Francise 


The M ss 
Co\l 
of S n 1 i m<-I co 


will also ente t a n ore 
I \j 
his week 


i 
i t^ i fur M <-s S u U r 


One of the impD-tant 
\ e r t s of the 


mor h w i l l be the rocrpti n plinned 


bv Mrs f i l l S h 
1 ' ng for this bride- 


elect 
I he affair w i l l tale Llace Mij 


"_ at the Schillin, horn 
in 
Linda 


Over e nf hi i It 
1 guests ire invited 


ml Mrs fee h II 115 w i l l be iss tc.d in 
reecmng 
lit r gu 
ts b\ Miss Helen 


Crn Mi^s \nit- L •> tmu Mis-, Vgm s 
tnd Miss II u rl t 
1 ll nberg 
Miss 


I uti 
Sidlei 
M ss 
Ru h m l 
Miss 


"ost K le 


CLUB LUNCHCON 


Miss Grace Cook 
president of the 


frhakesreait 
Club of Alampe'a 
will be 


hostess 
"N\elnesdu 
Mav 
1 
at 
a 


luncaeon foi the club members to be 
"iven at hei home on Oentr il a pnue 
Among the. guests will he Mlsb Grace 
Cook Mrs 
Riehai 1 ( 1 n 1 Mrs Cran 


lall Miss Isabella ( urtls Mrs liar 
vev Dana Mrs G org 
Dill nan Miss 


Stella \ustin Mrs J Cal Fwing Mis 
K T George- Mrs 
C F Giobs M s 


B 
M 
Ilaslott 
Mis 
C 
c 
Tlllghns 


Mrs p 
V Joidan Mrs C orge L,imb 


Mrs Ha-rj Ma=terson Mrs S 
Mien 


Mrs Herbert P igc Mis 
Mien 
Pen 


leld Mis Ad mi Ran saj Mis W K 
Scott Mrs co-son 
Mis H irv ej 1.05 


Mrs Thompson 
Mis 
Brown 
Mis 


Tripp 
Mrs 
I luchs 
Mrs 
Chailes 


V\ heaton Mr» W ill % an L,runt 
Mrs 


Frederick Toungberg 


EBELL CLUB 


The Ebell Club has sent out several 


hundred cards for the violin recital 
to be ghen tomorrow evening b> Miss 
Fstelle Franklin Giaj 
Mrs George 


dn Golia will be presiding hos e=-s as 
misted bv i number of club members 


Three more evtnts 
remain In the 


Ebcll vear 
Mrs II irmon 
Bell will 


preside as hostess at the Maj lunch 
eon on Maj 21 
On Tuesdas Mav 23 


Dr Norm in Giuhrle of Vlameda will 
delivet i s ereopticon lecture 
before 


the women the subject announced be- 


1 The New Verb: To Camera I 


^ 


SAN BERNARDINO WOMAN WEDS 


.HER LOVER ON HIS 
DEATHBED 


Victim of Consumption Was Very Jealous 


M R S 
CARL 


WHO WILL 
AT A MAY 


SCHILLING 
ENTERTAIN 
RECEPTION 


FOR MISS SADLER 


plett g-iotp li 11 n t m i si ice l°i ing" 
thfit n Lin e 11 1 ^\ ot bioiMit tnt, th 
ei u th* 
1 inirtrn nt^ 
t ATi 
nl \fr 


Hunds 
413 \m e *uh strctt ind en 


tot tame I the i fi it iuK 
01 mo to ih in 


in ho n 
b\ 
ret loi ins? 
<=om 
nit \ c 


n f 1 di 
i tot ip ntecl b\ g uti & ind 


ukrl k*. 


Pi 
£ioi p computed t\\ o mile qint 


teltos u ho hi\e bct,n ch irming Oak 
land UK if nces it t\\o ot ts 11 ^t pop 
ul 11 pliers oL imusomei t 
uid \\hen 


brought togtthti foimed i \ c i % happ\ 
combination 
I he 
fallow ing" 
joungr 


Hauinin 2:0 Ulemen personal friends 
ot heir host tjimert the doublo quar 
tette 
Henrj K Hart "\\ m Uohikei 


Arthur Ti\ires Gins Clirl 
Joseph 


Kill no Da\ ^ "Ualuehui L C eo Tain 
hi hi and C*nrge L oster 


MEN S CLUB 


The ir-'xt nieetn 0 of tlio M n s CI ib 


of l e r rst Christnn Church \\ 11 be 
held it ho church Ih iti nf.h and Jet 
fer^on struts 
Pi esrt \\ c\ ernng 
May 


14 it " 30 
r^cis member of the 


church is rer nested to 
ttend 
The 


pastor Re\ Tl 01 \ B.nei \v 11 n al e 
a «.hort talk 
"Hi MC ot a •J^^oial and 


entert lining 1 md \\ill be fi rnished b> 


USED HERE ABOUT 


THE RIVALRY 


OF ARMS 


'This letter to 3011 Phidias Is writ- 


ten on a. railway train now nearing 
Santa Barbara 
says a feminine resi 


dent of Pasadena, and she coMlnu^s 
I am now en route back home after 
a sta> with friends in San Francisco 
The> take THE TRIBUNE and I have 
grown to be veVy much interested In 
>our comparison^ of arms 
The fact 


that the contest Is limited to Alameda 
Coun v volunteers precludes me from 
entering as a Southern California re 
cruit 
However I have a fine picture 


of mvself and shall seend you one 


Tiou will notice when you get it, 


that I was photoed a&ter a study ot 
Clco de Merxle a Parisian model She 
anel I do look alike In some w ws but 
that tl e likeness Is of me and not of 
ner w i l l be shown bv^the photograph- 


signature 
"iour idea of giving 


\ie\\s of I \ mg people who are beau- 
tiful in aims ind shoulders is cer- 
talnb ill light 
There are man> dead 


anel gene, per^tns th it we re id of in 
h stoij whom we w raid like to see re- 
pioducorl pic'orially—just think of the 
t t u l v l r \ « U 
creitures who 
fluttered 


ibo it the 
courts of Louis 
XIV of 


Trance ml Charles II of England and 
In those countries not to mention oth- 
ers there rau&t have been many an 
earthlj Hebe 
Dtona Minerva 
and 


Vtnus 
Also vour plan to secure fin 


est pose is splenlid 


We, hope to be awarded the gloves " 


declares a P pdmont filr one 
There 


d.u two of us 
Of courso vv» el like to 


gam that do/en pahs of sllktn stock 
ings for Mi ipel nst arm 
but I guess 


oui best chance Is for the gloves 
"VA e 


are frolng to 
have ourselves cam- 


era"d 
exclusively for the exposition 


It is my opinion that some \er> nice 
people have 
alreadv taken 
part in 


voui touinev 
I hat pose by 


« « • • » »•«««»»«» « » » « • •«-*§ « 


tf - y 


—Shaw & Shaw Photo 


MISS LULU ROSS OF LOMA VISTA AVENUE, SAN 


LEANDRO 
SPECIALLY POSED FOR THE OAK- 


LAND TRIBUNE 


Mveis April <Hh was real sweet 


•Dear P ndias a number ot us girls 


have bee n depicted for the rivalrv of 
arms 
and we want all of us te> be 


Bessie grouped on one p?ge any dav bf fore 


the time is up—June 1st 
Anywav di 


the best vou can 
concludes the Eer 


keley'maid 
For a free Shaw &, Shav< 


photo order address Phidias editoria 
department OAKLAND TRIBUNE 


VAiII am Blake Poet Phe phet and | Georgp pe torson 
followed 
bv club 


swingng b> Jos \ugustis 
Refresh 


moats w i l l b servel fei gi,ostions as 
to the f u t i l e wo 1 anel aetiviues of the 
club w ill b hearc 


^ t 
J« 


SOCIETY NOTES 


Mrs Jerome Midden acting presi 


dent ot tl 
ladies 
\u\iliar\ ot the 


Cahtorn a Pioneeis w 11 entertain the 
au\!Inrv 
Ihursdiv alt" noon at her 


home in Btrktlej 


Mr and Mis rVrd nan 1 Stephenson 


have tilen the Ghii irelel i house at 


ing 
Engraver 
Mrs T C Coogan is chair- 


man foi tl e occasion The las gath 
ermg will take place on Tuesdav eve- 
ning June 4 \ hen undei the dirtc 
tlon of Paul Ste ndorff the choral sec 
Hen uill givt a program of song 


JS 
Jt 
J* 


BRIDGE CLUB 


Mrs \ndrew Moselej and Mrs Hen 


r\ 
Ad vmb entertained the 
Mondav 


Bridge Club Lhis a* ernoon at an in 
formal meeting held at the Cla 
Cnmtrv Club 


emont 


Ihe mtn bershlp of this club Includes 


Mrs Kdaoa Acams Mr*- James G Al- 
ia 
Mr 
I rank Br s,ham Mrs J A 


Burnham 
Mrs Arthur Crelhn 
Mrs 


I/Ulan Brown Everts 
Mrs 
Frank 


Erovvn 'W'rs John I 
Howard Mrs 


Frederick Hathawav Mrs Horrv Mtek 
Urs 
Egbert 
Stone 
Mrs 
Harry 


Knowles 
Mra 
Mlaor Goodall 
Mrs 


Charles feu ton Mrs Ch irles Hoi ghton 
Mrs 
Havwarel Tl or as Mrs Pobert 


Kr'sht ^t1" ^ 
"^ 
[ Kale 


E V E N I N G AFFAIR 


i\ Horace Bunc.j tavored a ttw of 


hlo friends with a verj pleasant tre it 
Dt an u iiisual nature list evening 
\ 


5roup of voting mtn native Fawanans 
nf exceptional ibihtv w ao as a com 


San Anselmj for the summei 


Trank Fabens 
ind PI C 
Jenkins 


spei t the week end at Biron Springs 


LUNCHEON GUESTS 


Mrs K C Piatler and Miss Edna 


Prathei will entertain "R ednesclay at 
ternoon at one of the prett est affairs 
of the month planned for M ss Btssie 
Cognill 
Luncheon w i l l be served at 


the Cluemont Countrj ( lub for the 
following guest- 
Mi s ( oghill Mis 


George de Golia Mis Frederick. Diech 
mann Miss I dna Orr Miss Katlierme 
Kut/ Miss Sevilla Hn den Miss Chris 
sic- Taft 
Miss Minan 
\\alsh Miss 


Mice Hovt Miss Virginia von Loben 
Sels Mi=s Eleanor Phelps Miss Pansy 
Pei kins 


LADY, WHAT 
HAVE 
YOU 
TO SAY 
IN 


REGARD TO THE COMMON GAME CALLED FLIRT? 


Many Opinions from Many Sources Are Given on the Subjec 


People In England have been puz- 


THEIR SWEETHEARTS 


A. 
fireman—\ 
flame 


A milliner—A. beiu 
V confectioner—Ah 
\ theatiical person—\.n ins;el 
A ciauftcnr—A soarkc- 
A fruit dealer— V ptich 
\. b'rd fancier— V turtledov e 
\ bee raiser—Mah hone\ 
A dver—Pink of pertection 
bportsman—A. deer 
Silv ersmith—Spoons 
\ chessman—M1 quce i 
A. 
florist— 
V d.nsv 
\ trumpeter—Toots 
An nnebtor—Mine 


—The ]\omenclator. 
! 


zlmg themseHes 
over the 
question 


What Is a 
flirt' 
A London paper 


rudely flurg the query at its readers 
and demanded an answer 
Incidental 


1> the publication whetted the wits of 
its subscr bers bv offering prizes for 
the most appropriate replies Thous 
ands of answers were receiv ed and in 
due course the judges for the compe- 
tition 
announced the 
awards 
Of 


course men 
won the 
honors—men 


presumablv who had fallen victims to 
some .lit 


The best answer to the question 
\\hat Is a flirt9 was said to be the 


following 


A. misguided Individual who wants 


all loves roses without anj 
thorns 


and 
usually ends 
with nothing to 


show but scratches 


The second prUe man tendered this 


repb 
* 


One w 10 leads vou to loves para 


disc and then tudelj slams the gates 
in l our face 


And the man who received the third 


pri?e answered In this wise 


\ sampler of Cupids wares who 


can t make up her mind and throufh 
her indecision is often left behind 


t woman received what was called 
consolation prize for this reply 
One who possessing 
charm uses 


it 
dlscoveung power abuses it 
se- 


em In? love refuses it 
plucks fairest 


fruit—and bruises It 


V prize of the same character went 


to a man for this effusion 


\. flirt is the wasp of society, rif- 


ling all the flow ers of friendship but 
producing no hone> 


Other noteworthy answers were 


V flirt is the tlestrBjer of jouthful 


belief m the goodness of human na- 
ture\ queer fish hav mg the v oracftj 
of a shark arms of an octopus and 
backbone of a jells fish 


'One who e heart Is so susceptible 


and soft that 
Cupids arrows pass 


corapletelj through It without stick- 
ing 


The moral earthfl-al"- that destroj s 


our fair clt> of belief in both man and 
w oman kind 


A. flirt is 


by numerous devices tries to obtain 
love under false pretenses 


A poacher with alluring snares on 


Cupid s estate 


One who sees how near a lighted 


match can be placed to an un-tindled 
^re without setting It aglow 


One, who plajs 
with. Cupid, bu' 


.jyeara a suit ot armorJ 


A butterfly girl of the Chase -nc-. 
'One who desires flattery and ad 


Charlie 
tvpe mostlj found in cozy miration from the opposite sex and t 


corners 
where lamps 
are not 
too 


BERNARDINO 
Maj 13 —A 


eathbed marriage occurred here late 
aturdav night -nhlch resulted in umt- 
ng Mrs Rose E Mason, proprietor of 
he Hotel La Grande to Lee Ortega, 
on of an aristocratic Castlllan fam- 
!\, he being on his deathbed 
He has 


or weeks beei djlng of consumption 


^or vears "Mrs Mason has been 'nfat- 


lated with Ortega 
She ob'"!ned a 


ivorce two Tears agi her hustand not 
lontesting: 
Ortega was a frequent 


risltor at her hotel hi= jealousv being 
•renounced 
Several tlmeb 
officers 


lad to order him iwa> 


For months lie resided at Riverside, 


fearing to break an edict ags.tr.it till 
entrance to to v n 
lira Mason P&13 


him weekly vis ts 
Finally he WM t«^ 


ken "11 with consumption and ehe ba4 


him removed te her hotel 
PhystciiJiB 


announced his case hopeless and that 
he could survive but a. few dajs De- 
ti>rmi"ed to mi-rv him Mrs Mason ar- 
ranged foi the issuance of a license 
anel summoned a clargrvman vvho was 


1 olding a stre t meeting to perform 
the ceremon> 
The marriage was to 


have oce.urr»il Fiidav 
but 
Ortegas 


eond tlon woulJ not permit 


WOMAN JUSTICE HOLDS FIRST 


SESSION 
IN CHICAGO 
COURT 


Disposes of Four Cases in Ten Minutes. 


CHICAGO 
Ma} 13— Judge 
Mrs 


Catherine \\ augh McCulloch the first 
woman justice elected In the West held 
her first real session of court Saturdas 
She d'spo=ed of four cases in scv en 
minutes all of the ca=cs being of con- 
siderable importance 


'-« occasion was made much of bv 


Mrs 
McCulloch s 
friends and 
the 


court room was crowded with wonen 
and 
flowers 
Justices McCallum and 


O Connell 
her frl^ndlj 
rivals, v*ere 


present 
attired in their best gar- 


Cltll- 
sile of 'Judge' Mo- 
honor on 
Culloch 


Mrs 
McCul och has not jet per- 


formed the narriage ceremony, al- 
thougn 
she 
expects 
large return* 


from this brai ch if the business 
A 


pair of eloper* came to her Immedl- 
•itelv ait< r h< r election but she in- 


<=i = tel upon knowing If the girl was 
of age and s nt them for afftda\ its. 
The> did not. icturn 
Her court room 


Is m her resi lencej and she proposes 
to take on a 1 the business for two 
morths this summer permitting the 
four other j stices to take a two 


ments, and were accorded seats of months vacation 


PLUCKY WOMAN RODE BRAKEBEAM 


TO GIVE HER HELP AT WRECK 


Member of Eastern Star Goes to Shriners 


bright 


The girl who plajs with all the 


boys and treats them all as 
penn> 


to>s 


A maiden effusive attractive elus 


Ive of high hopes conducive vet never 
conclusive 


The av crage flirt is like the cheap 


boot—pooi soie plenty of tongue e e 
gant appearance but we k in the up 
pers 


'One whose high opinion of her own 


attractions is only exceeded by her 
utter disn gard of the feelings of oth 
ers 


One born with an immense capac- 


tv for love a lamentable lack of con 
trol and a goodlv touch of vanitv 


One who loves to lure victims to 


the Heights of Happiness—and throw 
them over 


If she s another fellow s girl she s 


fraudulent person who 


cnarming 
don t jou know 


perchance 
she Is jour own 


lo 
hello' 


but 
if 


tain that end ignores all convention- 
ihties and sincerity 


The offspring 
of a "vanitv which 


maKos women 
ridiculous and 
men 


contemptible in the eves of all rational 
people ' 


A thief who to gratify vanity robs 


sentiment of its feeling friendship of 
its smcerltv and love of its beautj 


One who 
Jangles life s 
sweetest 


melodv and makes it out of tune ' 


Girl who gets about and makes the 


bojs all love her 
vvhen she s had her 


fling makes a model mother 


A creature without mind enough to 


Deflect heart enough to be constant 
lov e enough to be true ' 


One whose 
grat'flcations Is 
an- 


other s mortification 


A species of human carrot which 


Ins a great fascination for two-legged 
donke> s 


One who desires to please, craves 


universal 
admiration experiments in 


S^NTA BARBARA 
Mav 13—Re- 


fused a ride Inside the relief train 
on its vvaj to the Shriner wreck at 
Honda -vesterdaj 
Miss Marie Fuller 


1010 
South Burlington avenue, Los 


Angeles got their anjhow 
She 
rode 
the 
brakebeam 
on 
the 


tender 


Miss Puller was going as far as 


San Francisco with the Boston Shriners 
on the third section ImmedJatelv be- 
hind the wrecked train and nhen the 
Santa Barbara relief train arrived at 
Button, where all rearward sections 
were blocked, Miss Fuller asked Dr 
A W Taj lor, the division surgeon 
of the Southern Pacific If she could 
accompanv the nurses and doctors 


Xo 
said Dr Taylor, and he for- 


got all about the bright-eved g rl of 
It until the conductor of the train 
called his attention to a v\ isp of brow n 


lo e and helps to 
marry other women 


educate men 
to 


GIRLS, HOW DO YOU COME UNDER 


THE HEADING OF A TRUE LADY? 


Are You Always Neat and Very Refined? 


Refinement modesty and klndnessof, the face 
Boldness loudness and be- 


halr floating in the wind abo\e the 
p atform of the front car 
They went 


out together and there on the brake- 
beam, which hardly afforded a foot- 
hold, w hen. the engine Is at a stand- 
still 
crouch d 
the 
daring 
>ounc 


woman 
Dr Tavlor was more fright- 


ened that she for the train's speed of 
flftj miles an hour did not seem to 
impress her a dangerous 
"Don't you 


know you might have been killed'' 
the surgeon glowered 


'I might 
replied Miss Fuller, "but, 


I just had to go to that wreck. 
Ton 


wouldnt let me ride Inside so I got 
aboard outside 


I am a member of South Gate £io££a, 


Eastern Star 
she explained, "and I 


am pledged to give aid wherever pos- 
i 


sible 
It was possible to help those 


poor wreck victims in spite of tha 
doctor 


FINANCIAL 
TROUBLES 
OF 
SIX 


"POOR" 
WIDOWS IN THE 
EAST 


What Will They Do With Their Money 


heart are »he three most essential qual- 
ities that go to making a lady savs 
the St Louis Republic 


The fact that a girl earns her own 


living makes not a penny s worth of 
difference 
She mas be a foctorj girl 


or she rrav be the first lady of the 
land 
Bhe can be equally a lad\ in 


either position 


The -vord education covers a large 


ground and has man> grades 


There are few wom^n in this en- 


lightened day who have not the chance 
of some education however slight But 
the fact that she is obliged to leave 
school and earn her own living at the 
age of 14 need not keep a girl from be- 
ing ladjlike 


Innate refinement, the 
kind 
that 


comes from the heart, and is,not mere 
outward show is inseparable from true 
ladjhood 
' 


It 
refinement that keeps a. girl 


neat and clean, about her person Fire 
cloehes cannot help her in the smallest 
degree to act or look Hk» a ladv 


No girl can hope to be a lady unless 


she Is modest in manner and conver- 
sation. Purity ot mind stamps Itself on 


hav lor that makes her conspicuous at 
once stamps a girl as being Ill-bred 


It seems needless to add that a true 


lady show s the same kindness to all 
classes She has not one set of man- 
ners for the high and another for the 
lowh In all places and to all people 
she io courteous and gentle 


I ha e known vvome* of great 


wealth high social position and most 
uperior education whom I have not 
considered ladles for the simple rea- 
son that they were arrogant and vul- 
gar in mind At the same time I know 
a simple old woman who can writ" 
her own name and that Is about all, 
whom I consider a. gentlewoman 
She 


could not do or say a vulgar thing to 
save her 
H*e 
Her gentleness 
and 


kindness to every one are beautiful to 
see 


It Is not necessary to have money 


and live In a fine house In order to be 
a ladj, but it is necessarv to be re- 
fined, modest and gentle In yonr man- 
ner to all classes To make distinc- 
tions between rich and poor Is to be 
a snob and no snob can be a gentle- 
woman or a gentleman. 


With another woman Mrs William 


Henrj Smith In the ranks of wealthy 
widows—widows whose wealth Is reck- 
oned by tens of millions—It has be- 
come true that six of them alone by 
massing their fortunes could make a 
total of $250 000 000 Mrs Smith's for- 
tune w ill not fall far short of 170 000,- 
000 
It Is an amount almost as large 


as that which Russell Sage left to his 
widow 
Mrs Smith Is not as well 


known throughout the Union as Js 
Mrs Sage 
Her widowhood Is too re- 


cent, as It was onl> a few days ago 
that her husband d)ed in Japan, for 
the glamour of her fortune to sur- 
round her name Instead of the man s 
as already has happened In Mrs Sage s 
case 


But her wealth will change that 


quickly, for It places her among the 
four richest widows In the countrj 
The six who by drawing checks could 
make a quarter of a billion are Mrs 
age Mrs Smith 
Mrs Hett> Green 


Mrs Arne Wetghtman Walker, Mrs 
Marshall 
Field and Mrs 
Marshall 


Field Jr Eeach of the flrst four wom- 
en has a fortune several times as 
great as that of either Mrs Field 
In 


fact, it is possible Mrs Sage, Mr*. 
Smith Mrs Walker and Mrs Green 
could make £jrh a showing without 
the aid of the Chicago widows 


Hetty Greens fortune is estimated 


at 
from 
$€0 000 000 to 
180,000 000. 


Leaving her out of the count, the list 
is headed bv Mrs Sage and 
Mra, 


Smith Jolntlj for though the widow 
of Wall streets great money lender 
received 185 000 000 under his will she| 
has 
given 
a«a> 
$15000000 
Next 


come* Mrs Walker, w Rh J60 000,009 
Mrs Field, the younger, 15,000,000. | 
But 
the 
comparative 
smallneis 
oCi 


young Mrs Ileld s fortune la offset In 
a sense by the fact that her sans, 
when of ag< 
will divide $60000,000.' 


Mrs Green and Mrs Walker are they 
! business vnonen of the sir, and each 
Inherited her fortune from her father 
In Mrs Wa kef's case, how ever, the 
fortune came from William Weight- 
man practlc My as It stands toda>, I 
•whereas Mrs Green received only 112 - 
000000 from her fathers estate, and| 
at 
least 
quintupled 
that 
amount j 


through her own ability 
Mrs Sage j 


and the elde- Mrs Field are the onlyi 
widows of the six whose fortunes' 
•were amassed by their husbands. 


WITHER AT THE KISS 


The foolish virgins ye, your lamps 
Through all the waiting night >e trim, 
ffut when the Bridegroom Morn is mgk 
Ye wither at the kiss of him 


• OO> 
* 


THE WHOLE OF LOVE 


I tell you the secret men last di«-over: 
The whole of love ts to be a lover 
Pray, lover, the loved one fly, an<t tarry never, 
That you may follow her, follow forever and ever. 


—Smart Set 


MONDAY EVENING, 
<OAKLAOT> TEIBU1O!. 
MAY 13, &OT, 


S 


f\ 
r 
. S. of 


positively cures rheumatism and all kin- 
dred ailments. A 52 bottle of Oil of Eden 
and a 33 bottle of Sweet Spirits of Eden 
will cure most anyone. If your drusgls: 
does not keep therr\ so to Osgood Bros.. 
7th and Broadway and 12th and Wash- 
ington, who will K\\'& back your money If 
' I t falls to do what is claimed. 


LADIES! 


We carry the largest- line of Coronet 
Braids, Puffs. Curls. Switches and Pom- 
padmirs on tlie coast. 
Full line of beautiful Parisian combs, 


latest patterns. 


DIEHL'S HAIR STORE 


528 FOURTEENTH ST. 
Phone Oakland 316. 


ron 


Hot Springs 


America's Greatest Spa, one of the 


best Hotels In the •"•.?.tc. Waters that 
cure, and delightful environment. 


Weekend excursions 57,50 from San 


Francisco and return. Including two 
days at hotel, use of mineral baths 
and waters. Send your family If you 
c«n't go yourself. 


Address 
"Manager." 
Byron 
Hot 


Springs Hotel, Cai. 


Howell Mt.—Wcodsworths' 


Residence of 32 years. 
Seventh year 


of summer resort. 
Home 
fruit, vege- 
tables, milk, cream, otc. 
Purest spring 


v^ater. 
S7 -up per week. Address Wood- 


ivorth & JIuIler. St. Helena. Cal. 


LOS ANGELES, May 13.—If 
ever 


there v.-as a wreck in which a thor- 
ough investigation^.'was made, it vv'ill 
be the one at Honda 'Station in which 
the lives of thirty-two persons were 
snuffed out. Whatever the 
railroad 


company may do, the Shriners are de- 
termined to know just what caused 
the disaster and who is responsible. 
From Santa Barbara has come the in- 
timation that the switch at Honda was 
not in perfect condition, which might 
have been due to the work of wreck- 
erg, 
and that point will ae investi- 


gated. 
The generally accepted 
theory for 


tiie cause of the wreck Is that sand 
blowing over the track, a common oc- 
currence at that point, caused some 
obstruction in closing the switch an-G 
left it open far enough, even though 
locked, to permit of the heavy train 
opening it and causing the derailment. 
Whatever may have been the cause, 
the Shriners here propose to 
know, 
and to that end a committee has been1 
appointed to 
investigate the 
wreck. 
Several of the members o£ the com- 
mittee are railroad men. 


AMUSEMENTS. 


Macdonough Theater 


Ptione Oai:ianil 87. 
Chas. P. Hall. Sole Prop, and Manager. 


7 Nights Commencing TONIGHT 


Matinee Saturday and Sunday 


LIEBER AND CO.'S 
LATEST 
DRA- 


MATIC TRIUMPH 


WALKER WHITESIDE 
In the Most Rrmnrkablc Play of 


the Season. 


THE MAGIC MELODY 
PRICES 
ISc, 5i)c. 7.")C. SI.00, $1.50 


NEXT ATTRACTION 


MRS. LESLIE CARTER. 


May 20-21-22(1. 


Pieijhouse 


Direction of H. "W. Bishop. 
Phone_ Oak. 73. 


TONIGHT and all this weeU 
Henry Arthur Jonos' Successful 


Comedy 


WTPIL 
/"• 
£ 
ine C_ase or 
Rebellious Susan" 


Farewell week of I.saheile Fletcher 
and FranUlyn Undenvoocl. 
Matinees Saturday and Sunday. 
Prices 
25C| 5oc, 75c 


SPECIAL—Next Monday Evening. 


"Neil in Magda 


Supported by Bishop's Players. 


Prices—2"i-50-7r>-S;i.[»(} 


SEAT SALE OPENS WEDNESDAY. 


Will Investigate Report That 


Open Switch Threw 'Train 


Into the Ditch. 


AT I'EWEff S BOM 


Virtues Of Lamented Journalist 


Extoled By His Friend Of 


Interstate Commission. 


NEW YORK, May 13. — The funeral 


of Arthur 
McEwen, 
chief 
editorial 


v/riter of the New York American, who 
died suddenly in Bermuda on May 1st. 
war held yesterday at the Fresh Pond 
Crematory, near Corona, L-on? Island. 


A large nymber of Mr. McBwen's 


friends and former associates and all 
the members of' the Immediate family, 
were present. The ceremonies were of 
a simple nature. 


Franklin K. Lane of the Interstate 


Commerce Commission, who was for- 
merly associated with Mr. McEwen on 
"Arthur McEwen's Letter," published 
in San Francisco, came from Wash- 
ington to attend the funeral and made 
a 'brief ad-dress-. 
He quoted Kipling's 


"Gentleman Unafraid" as applicable to 
the character of Mr. McE\ven. He told 
hc-w he had endeared himself to all by 
his sincerity, his high character and 
brilliant qualities, and of the eminent 
place he had filled with eminent dis- 
tinction. At the same time his kind- 
ly nature had made him hundreds o£ 
personal friends who feel that his loss 
cannot well be replaced. 
- Y 
- 


"Generally debilitated for years. 
Had 


sick 
headaches, 
lacked 
ambition, 
was 
worn out and all run down. 
Burdock 


Biood Bitters made me a well woman. — 
Mrs. 
Chas. Freitoy, Moosup, Conn. 


city of Cleveland at 
Detroit 


Burns to Water's Edge—- 


Loss $700,000. 


DETROIT,?i*S.y-. 13.—The new mil- 


lion-dollar; passenger 
and . freight 


steamer Cti;y of Cleveland, which was 
being completed by the Detroit Ship- 
building Company, is reported to have 
been burned to the water's edge early 
today. 
AH of the upper works of the 


steamer above the water line and her 
interior fittings have been burned and 
•the.loss will be about $700,000. 


* 


MASQUERADE CARNIVAL 


AT IDORA SKATING RINK 


Tonight is the night of the big mas- 


duerade carnlcal at the Idora 
Park 


Skating rink and from all the Indica- 
tions there will be an Immense throng 
present t'o .particpate in 'the merriment 
by mingling among the maskers or by 
watching the grotesque figures and the 
capers they Indulge in. 


At the last masquerade given at 


Idora, which was also the first one, 
there were estimated to. be over 500 
persons In costume, besides the thou- 
sand or more who watched the fun 
from the "side lines," and the specta- 
tors' seats. This time It Is said that 
even more than this number of per- 
sons have signified their Intention of 
being present and there will doubtless 
be a scene long to be remembered, 
though the great capacity of the rink 
and spectators' section make it .unlike- 
ly that there will be any uncomfortable 
crowding. 
Ten beautiful and costly prizes are 
to be awarded to the most fantastically 
garbed skaters and the competition 
lor their possession Is expected .to be 
keen. Included among this number are 
two sold watches, a magnificent clock, 
bejeweledi combs, watch fobs, skates, 
commutation tickets, and other things. 


A program of special music has been 


provided and several new features are 
said to be scheduled by the manage- 
ment. An extra charge for skates on 
his occasion has 
been 
announced, 


hough the admission to the park 


same as usual. 


,-Hair Goods- 


If I make you a wig or a toupee 


you -may be sure of three things: 


It will .be as 
comfortable 
to 


wear as your own hair. ; 


No one - can possibly detect It 


from your own hair. 


No one can make you a better 


one. 
no matter how much you pay 


—and you pay me less. 


Private Wig Department for 


Gentlemen Upstair*. 


Hair Dressing:, Scalp Treatment, 


Shampooing, Manicuring, etc. 


Large stock of finest .human 


hair goods constanUy on hand! 


OuintonlM for CM M* 


ft.il Odrfl* F#lf4 ftamftlf 


8871 CALIFORNIA ST. 


it OPERA HOUSE." 


Direction H. W. Blshoo. 


The Comic Opera Hit 


Tonight! Tonight! 


Grand Masqtirade 


Skates 


in the Big Rink. 


Grand March 10:30. 
Skating until 12 


Skates 50 cents. 


Ten Valuable Prizes. 


Admission to Park and Rink: 


Adults, 10 certS 
Children, 5 cents 


BELL TtSE&TER 


Announces for the week of May 13 the 
appearance nt the night performances 
America's most 
FAMOUS TENOR, R I C H A R D J. JOSE, 


In new and old songs. 


The famous Cox Family, 
five clever 
comedians: Bothwell Rro\vr.o Company in 
"The Terrible Sons of Mars;" Vernie R. 
fclcFherson. illustrated song", tivo reels of 
motion pictxires. 
PRICES 
Inc and 25 


NOVELTY THEATER 


Broadway—Near 12th St. 


CONTINUOUS 
VAUDEVILLE 
" 


and Moving Pictures. 


Every Afternoon and Evening 2 to 5 


7 to 11 p. m. 


B!H Changed Every Monday 


R PRICES 


8TH 


NEAR BROADWAY. 
High Class Vaudeville. 


Eight Nev,- Acts Weekly. 


Matinee Daily at 3:30: Evening, 7:15, 


8:30 
and 9:30. 


Entire Change of Program "Weekly. 


S. HADJI. Manaaar 


LAKESIDE 


I2th St., between'Webster and 


door 
prizes; 
between Messrs 


TONIGHT — Elogant 


two-mill: match race 
Brown and Nichols. 
SUMMER 
PRICES—Evening, 
ladies 


tree: skates 25c. 


Gents including admission and skates 
!oc. 
Afirnission free afternoons. 


Saven mildern. fully equipped alloy* 


•-allays for ladies. 
Special rates for 


sr'ies. 
Howling Alleys 


566 THIRTEENTH ST. 


Near Clav St. 


Kew California jocliey Clab 
DaKIand Eacelracli 


Six or more races each week day. rain 


Races commence at 1:40 p. m. sharp 


. THOMAS H. WILT-IAMS. President. 


Pabst Blue Ribbon.Beer, 


Icnv in percentage of alcohol, 
is a temperance drink with 
a. flavor and rich mellow taste 
thatisdelicious. Itstrength- 
ens you ' anc1 aids Jt^ 


WALK 


( 
Hotel 


Several Labor Bodies Impose 


Fines For Riding On Street 


Cars. 


"SAN FRANCISCO, }Iay 13.—Bak- 
.ry Wagon Drivers' Union No. 6, yes- 
erday resolved to impose a fine of J2B 
n any member caught riding- on a 
treet car during the strike. The sum 
£ 550 was voted to the striking tele- 
hone opera-tors, and a like sum to the 
aundry workers on strike. 


The Carmen's Union will have a ben- 


fit performance tonight at the Central 
heater, when 
"Chinatown Charley" 


vlli he produced. The proceeds wll.' 
go to the strike funds. 


Journeyman 
Plumbers, 
Gas 
anfl 


Steam Fitters' Union, No. 442, has 1s- 
iued a statement denying charges tha-t 
ts members intend to demand 
SS a 


day. 
The men, It is said, are satis- 


fled with the existing wage granted 
hem by their employers', with whom 
they arc in harmony. The union also 
idopted a resolution condemning the 
pc-tion of the United Railroads in Im- 
porting strikebreakers to fill the places 
of the striking carmen. 
Any member 


the union who rides on a car during 


the strike will be fined $50. 


About 1500 people attended the 'base- 


ball game between picked nines from 
tlu> Laundry Workers' Union on strike 
am! the Iron Moulders' Union, proceeds 
going to the striking laundry workers. 
The laundry 'team won by a score "" 


The Tile Setters' Union has resolved 


to fine any member riding on a street 
car manned by strikebreakers S25. 


MY 
BEST 
FRIEND. 


Alexander Benton. who lives on Rural 


Rou'te 1, Fort Edward, N. Y., says: "Dr. 
Zinc's New Discovery Is my best earthly 
friund 
It cured me of asthma six years 
It has also performed a wonderful 


cure of incipient 
consumption 
for 
m> 
son's wife. 
The Br.it bottle muled the 
terrible cough and tills accomplished, the 
other svmptoms left one by one, until sns 
was perfectly well. Dr. King's New Dls- 
coverv's power over coughs and colds Is 
simply marvelous." No other remedy has 
ever equaled It. 
Fully guaranteed by 


Osgood Bros., 
druggists, 
Seventh 
and 
Broodwav and Twelfth and T\ashingrtor 
streets; 50c and 51.00. Trial bottle free 
WALTER WHITESIDE 


AT THE MACDONOUGH 


Beginning tonight Walker 
White- 


side ami an exceflent company will be 
<;een at the Macdonough in the new 
play, "The Magic Melody," which has 
bfen 
especially prepared 
for 
Mr 


Whiteside's use. 
The play is said to 


be 
a remarkable 
offering in man} 


ways, for it combines tense dramatic 
qualities with a wonderful, 
sympa- 


thetic quality that is usually missing 
in offerings of this character. 
Mr 


Whiteside is well known as an actor 
of more than usual attainments anc 
his new managers, Llebler & oC., have 
supplied him with one ol ftie best sup- 
porting companies that could be ob- 
tained in New York at this season o 
the year. The story of the play deal? 
with" the efforts of a king of flnancs 
to marry his ward to a titled English- 
man, 
while she lias given her hear 


unreservedly to a oyung musician 
played by Mr. Whiteside. 
"Various- 


other incidents and characters are 
terv.-oven in such a manner as to make 
the whole a comprehensive and in 
teresting story. 


European Plan 
$1.00 per day and up 
With bath $1.50 and up 


Moderate Priced Cafe 
Unexcelled Cuisine 
Centrally Located 
100 Rooms with Bath 


4th and Main Sts. 
Los Angeles, Cal. 


"si 


is 


TEA 


Sell as your customer likes 


o buy. 


That's how to do business, 


n tea or anything else. 


Your grocer returns your money If you 
on't like Schilling's Best; we pay him. 


WHEN IN LOS ANQELE9\ 


STOP AT THE 


F. O. JOHNSON 
Proprietor 


LADIES: 


Female Diseases 


are curable without operation 
in ninety per cent of caaet. 


I have a painless system of 


treatment remarkable for its 
effective and rapid action. It 
Is a permanent cure. 
ADAMIYONS.M.D. 


C. M., Ph. G. 


(Physician and Surgeon) 


Specialist in Female 


Diseases 


308 San Pablo Ave., cort of 
Seventeenth Street, Oakland. 


Hours: 


9 a, m. to 12 m.; 2 to 5 p. m. 
Sundays by Appointment. 
Phone Oakland 9044. 


THE ONLY 


P R O V E R B BOOK 


Sure to contain all of the Proverbs 
and Quotations used In the Tribune's 
Proverb Hunt, is 


Marcha's Handy Book 


of 6500 English Proverbs and 


Quotations 


In selecting the correct ANSWERS 


to the series of Fifty illustrations, the 
Tribune's Proverb Hunt manager used 
this book exclusively—therefore mak- 
ing Its use indispensable to you in 
securing the correct wording, punctu- 
ation and proper construction of the 
"ANSWERS." For sale at our store 
or prepaid by mail upon receipt of 50 


°enS SMITH BROS. 


Booksellers, Stationers and Art 
Dealer* 


46Z-4G4 Thirteenth St., Oakland Cal. 


Trunks at Cost 


We are selling our entire stock 


cf trunks, suit cases and bags at 
actual cost. 
Buy now and save 
money. 16th st. Trunk Factory, 539 
16th 
st, bet. Clay and San Pablo. 


Phone Oakland 3057. 


WHAT IS WHITE DIAMOND WATER? 


CC IT 


II 


IT Is a soft water. 
IT Is free from organfe and Inorganic Impurities. 
IT is tha most palatable water In the world. 
IT is better water than nature furnishes anywhere. 
IT contains an excess ol free oxygen, hence has great oxidizing properties. 
IT Is free from- all Impurities, hence has greater solvent properties 
than any other water, whatever Its source, or however prepared. 


Price SOc for 5 Gal. Bottle. 
Solicitors wanted 


White Diamond Water Co. 
155 Twelfth St. 
Tel. Oakland 3040 


AGED ENGINEER PASSES AWAY. 
2CBVT YORK. May 13.—Charles Haine 


Haswoll, one of the best known civil 
marine enpineer^, in the country, is dea 
at his home hero. He was 90 years old. 
In t'te building of the early ships for the 
United States N:ivy many of Mr. Hns- 
•w ell's constructive plans, improvements 
and inventions were used. 
Hs was the 
first chle£ engineer and enffineer-in-chiet" 
in the navy from 18.16 to 1S51. 


If sick headache lj misery." what are 
Carter's Little lAvzr Pills if they will 
positively cure it? People who have used 
them speak frankly of their worth. They 
fcA»v* amall and casw to 


Dr. Sylvester's Offices 


Specialist for Women 


Every woman at some time In her life needs the help of& physi- 
cian. 
When that time does come she should seek the aid of an 
honest, educated, capable specialist who has devoted his entire life to 
this one specialty and who is 
. 
. 


The Master of Woman's Complaints 
His unusual knowledge on this subject comes from years of 


devotion original investigations and broad and unlimited experience. 
HIS NATURAL, PAINLESS, HARMLESS METHODS OF TREAT- 
WENT, which are entirely original with him. are famous the world 
over, and have saved the lives and organs and added to the happiness 
of thousands of women. 
The Doctor is the Only Regularly Graduate 
Physician Specialist for Women Advertising 


His magnificent office^, reception rooms, laboratory and treatment 
'rooms are equipped with all the most modern appliances and latest 
inventions essential for the prompt cure .of woman's diseases—Here 
you 
may 
• 
• 
r 


Consult Him Quietly, Privately and Confidentially 


and get his opinion and advice .free of charge. 
His fees are moderate 
and within the reach of all. His home treatment has made him many- 
grateful friends. HIS MARVELOUS SUCCESS SPEAKS FOR IJ- 
SELF. Hours—9 a. m. to 9 p. m. daily. Open Sundays. 


' 
TELEPHONE OAKLAND 7901. 


Dr. Sylvester's Offices 


517 23d Street, near Telegraph Ave., Oakland, Cat 


Tribune Proverb Hunt 


Opened April 7th—Lasts 50 Days. 
N 


What Proverb or Quotatiwi Does the Picture Below Represent? 


No. 36 TRIBUNE PROVERB PICTURE 


The TRIBUNE Proverb 
, 
Is 


open to everybody axcept . .i3UNE 


omployes and member* of their fam- 


ilies. 


Do not send in aingla answers. 


HOLD ALL ANSWERS UNTIL 


THE CLOSE OF THE CONTEST. 


Before writing about any point or 


rule which you do not understand, read 


over the conditions of contest to make 


sure'that your que-tion is not already 


answered by the rules. 


DO NOT send in answers until close of contest, and than aand 


In ONLY the ANSWERS—NOT the PICTURES. 


OC Picture Represent* the Following 
OD 
Proverb or Saying 


Contestant's 
Name 
V, 


Street and Number 


City or Town and State. 


I 
How to Enter 


the Hunt 


THE TRIBUNE'S Proverb Hunt Is 


contelt of skill and dilieenc*. Every day 
for fifty days there will appear a. ptcturo 
or cartoon representing" a familiar and 
commonly used English Proverb or Quo- 
tation. 


The correct answers, to Rprva as a basis 


of awards, have been selected from a 
standard work on English Proverbs and 
placed under seal. This correct list will 
b« published with the announcement of 
tje winners. 


Cut cut the picture and the »n«wer 


blank, which will be published every day, 
commencing Sunday, April 7, and save 
until the clone of the contest. This will 
enable you to think about the answers 
and afford ample time for all members 
of the family to offer suggestions. As all 
editions 
of 
THE 
TRIBtTNE 
Will 
be 


I 


quickly sold out every day. we cannot 


m guarantee to supply back ntrnfters of the 


paper after the regular edition .Is sold 
out. To insure setting TH.K TRIBUNE, 
order I* delivered at your home. 
One 


week will be allowed after TObllcatlon of 
the last picture for fnswers to be sent 
in 
This will afford tim» for 
careful 
answer of the final picture, ps well an re- 
examination of all the pictures. 
The 
answers may be filled out in any legible 
way by handwriting, typewriting, pencil, 
irk 
etc. 
Address ell aniwers to the 
Proverb Hunt Manager. 


Rules of the 


Hunt 


l_The Proverb Hunt !« open to all 
but contestants must Indicate-the proverb 
each picture represents on the blank* pro- 
vided 
therefor—and 
all 
may 
competa 
without charge or consideration of any 
kind, but only one member of a family 
will ba entitled to receive R prize. 


2—Contestants nay suDmit as many 
answers to enoli proverb as they desire, 
but each must be upon a separate blank. 


3—Blanks may ba filled oat In any legi- 


ble way, by pen, pencil or typewriter, etc. 


4—Answer! must be sent in only at tha 
close of the contest; all answers must be 
In THE TRIBUNE office one week after 
the last or fiftieth picture bM appeared. 


6—All aniwers must be plainly ad- 
dressed to the Pnverb Editor, THE 
TRIBUNE, Oiklartd. Cal. 
They may be 
left at the office 
OT mailed. In whlcn 
event they should be fully prepaid. 


8—'Employes of TKK TRIBUNE 
and 
members of their families ire positively 
barred from competing fat rewards in 
this contest. 


7—In making the awar*» the Judges— 


whose names will b« announced in du« 
course—will take into account the simi- 
larity of the answers to th- exact word- 
ine of the proverrj as selected by the 
Proverb Editor; spelling, punctuation and 
the correct construction sore the ewential.1 
that will be graded. Seasonable neatness 
will be taken into consideration. The 
awards of the jtfuges will bb final in all 


• cases. 


8—The first prize will go to the person 
answering all. or nearest all, of the .fifty 
proverbs correctly. 
The porson answer- 
Inr the second largest number correctly, 
or nearest so. will receive a second priz*. 
etc. 


9—In the event of a tie for any .prize, 
thelvalne of such will be equally divided, 
or •* priie of similar character and value 
awarded each tying eontiretant. 


10—THE TRIBUNE reserves the right 
to make any changes or additions t:> these 
conditions that It may deam desirable In 
the interejit of contestant". 
The good 
faith and honor ef .THE TIUBONE are 
pledged, to insure a "square deal" for aU. 


LIST OF PRIZES 


1.—IT5.00—SCHOLAR8HIP HEALD-DiXON COLLEGE—16th and S»n 


Pablo Streets. 


2.—$75.00—SOLID BRASS BED—From Jackeon Furniture Co., 519 
12th Street. 


3.—»65.00—TWO PIECE OAK BEDROOM SET—From Will J. Culli- 


B«n Furniture Co., 467 9th Street. 


4.—$45.00—QUARTERED OAK DRESSER—From E. O. Arpe Furniture 


Co., 
859-861 Clay Street. 


OaMand Qraphophone Co., 
5.—$25.00—TALKING MACHINE—From 


472 11th Street. 


«—$50.00—LADY'* OR GENTLEMAN'S 
BICYCLE. 


r-iaS.OO-LADVS SUIT, LATEST SPRING STYLE—From the Eatt- 


ern Star Cloak and Suit Houte, 518 Thirteenth atreet. 


8—$35.00—LADY'S 
ROOKWOOD WRITING DUSK—From the Oats- 


land Furniture Co- 532 Twelfth street, 


9—$30.00—MEM'S SUIT, LATEST SPRING STY'.E—Winner^ choice 


from the M. J. Keller Co., 1157 Washington. 


10—$27.00~AXM!NSTER RUG, 9x12—From Tn» Curtain Store, Four- 


taenth and Franklin atrevt*. Exclusive Store for Curtain. 
Draperiee, etc. 


11-^25.00—MORRIS CHAIR, "KINSEY KINO"—From the Kln.ey Fur- 


niture Co.. 627-529 Twelfth street. 
^ 
• 


12—$25.00— DINNER SET, 100 PIECES—From H swell Dohrman, ear 


Fourteenth and Washington streets. 


13—$25.00—VIOLIN—Kohler A Chats, dealer. In Planes, Musical In. 


struments and Sheet Music, 1013 Broadway. 


14—$20.00—GENTLEMAN'S SUMMER OVERCOAT—Elite Tailoring 


Co., 
Oakland's leading tailors and mojt popular men draws 


era, 1069 Broadway. 


15—$20.00—LADY'S WAIST—Winner** choice, M. Friedman Co, Cloaks. 


v 
Suits and Waieta, 1058 Washington street. 


16—$15.00—SUIT CASE—Winner's choice from the Oakland Trunk 


Factory, 56 San Pablo avenue. 


17-415.00—ANTIQUE BRASS JARDINIER—From The Fuji Co, Im- 


. porters of Japanese Art Goods, 961-963 Washington street 


18—$12.50—BOX OF 100 EL CARMEL CLEAR HAVANA CIGARS— 


From the L. D. M. Cigar Co, 716 Telegraph avenue, cigar 
manufacturers. 


=—$10.00—LADY'S 
HAT, 
LATEST 
SPRING 
STYLE—Winner's 


choice from The Broadway Millinery Store, 963 Broadway. 


20—$10.00—BOY'S SUIT—Winner's choice from Smith's Beys' Shop, 


Washington street, cor. Tenth street. 


21—$10.00—FRAMED PICTURE—E. J. Saake, Picture Mouldings and 


Frames, 9-13 Telegraph avenue. 


22-410.00—ONE LADY'S SILK 
WAIST—Jamen A. Joyce, 955-057 


Washington street. 


23-310.00—ONE-HAJLF 
DOZEN PAIR MEN'S SILK HOSE—Best 


Clothes Shop, Clothes, ready made of the best and men's 
hats and furnishings, 1062 Washington street. 


24—$10.00—BOY-m SUIT OF CLOTHES—The 
Hub, 
Eleventh 
and 


Broadway. 


25—$10.00—TRAVELING TRU N K—O.good's Drug Stores, Seventh and 


Broadway and Twelfth and Washington atreets. 


26-4 7.50—ONE MANTEL CLOCK, GOLD TRIMMED—J. Treager, 


watchmaker and jeweler, 858 Washington street, near Sev- 
enth. 


27—$ 7.50—LADY'S TRIMMED HAT—Ella •». Coakley, Millinery Paris- 


ian Models and Domestic Novelties, 1165 Washington street. 


28-4 8.00—THREE PIECE STAG HANDLE CARVING SET—Smith 


Bros,, Hardware Company, Hardware, Household Goode, 
Cutlery, Refrigerators, etc, 1213 Broadway and 18 San Pablo. 


29_HOO—ONE DOZEN PLATINUM FINISHED PHOTOGRAPHS— 
"7* 
Belle-Oudry's Studio, Thirteenth and Washington. 


an_t 6 00—GENT'S SMOKING JACKET—t. T. Moran, Gentleman's 
av"^ 
' 
Clothiers and Furnishers, Eleventh «nd Broadway. 


S1—$ 6 00—PAIR LADY'S FINE SHOES—Schneider's Shoe Store, 953 


Washington street. 


32—$ S 00—PAIR OF MEN'S SHOE*—From the M J. Keller Co, 1157- 


1159 
Washington atreet. 


33—$ 5.00—SOLID SILVER BERRY SPOON—W. N. Jonkins, Jeweler, 


1067 
Broadway. 


34—S 5.00—HEAVY CHASED MOUNTED FRENCH BRIAR PIPE— 


Bert Bercovich, wholesale and retail tobacconist and smok- 
er's 
articles, southwest corner Broadway and Twelfth street. 


J5_ 
5.00—ONE BI8SEL CYCO BEARING CARPET SWEEPER— 


Walter Meeee, Hardware, Cutlery, Wood and Willow Ware, 
1014 
Clay St. 


SPECIAL PRIZES FOR THE YOUNG FOLKS 
3C to 40—PAIR OF HIGH-GRADE ROLLER SKATES. 
41 to SO—STORY BOOK—For girls. 
M to M—STORY BOOK—For boys. 


MONDAY EVENING, 
OAKLAND TBIBUNB. 
•HAY 13, 1907. 


]/E TO 


MISTER 


« « » » » , » « < > > « > « » • « 


ONE OF MABELLE GILMA N'S MOST FAITHFUL PORT RAITS. IT WAS DRAWN IN 


1901 BY SEWELL COLLINS, THE ARTIST. 


Has More Trouble to Pull off His"'Marriage to Mabelle Oilman 


NEW YORK, May 13.—The manage- 


ment of the Hotel Gotham, where Miss 
Wabclln Oilman Is staying, has announced 
tlmt the Corey-Oilman wedding will tuko 
place at .10 o'clock. 
Mr. Corey has cn- 


- saged the "royal" suite of rooms, which 
are on the first floor and havo a private 
entrance from the street. 
Mr. Corey arranged 1'or a wedding- sup- 
per for twenty " 
' 
"" 
'--•-' 


authorities sa> . --- . 
ceptecl. 
TVIr. Corey is said to have en- 
gaged a suite on the steamer Kaiser Vv'il- 
hefm H. and will sail for Europe with 


The tho grand ballroom on tho first floor to- 
nevpr t-iko nla"o in hi'; diocese. 
The the grand Ballroom on tno nrst noor TO- 
£>. <Al 
tendency 
of 
the 
Episcopal j morrow morning. 
One thousand dollar's 


r?,,,vnh h i v l Z 
i to make the rule mure worth of American Beauty roses will be 
st"ln«?ntbareoena.vt0 
a?rappa?emly New hanked upon the table and about the 


York" ministers hav» been living up to 
the spirit of the law. 
It Mr 
Corey had failed 
to procure 


a clor.cy'man in this city 
by 
mldnisflit 
Sundnv it was his intention, according 
to a report about the Hotel Gotham, to 
from Plttshurg: — a per- 
arrcnKed for a wedding- sup- summon one trom -Flttsnurg; — a ]«i- 
tv-five g-uests and the hotel son:il frii-nd. It could not be learned at 
;ay twenty-three havo ac- 
the hotel whether or not he had c.on<; 


Corey is said to have en- this. 
_ 
. . . . . 
„.....,„.. 


hls bride soon. 
With his marriage 
Miss 


The wedding will take place 
Tuesday 


in the "royal suite" of the first floor of 


siicsts will be present— 
V\ Itn 
P.1S 
marrlctoK 
UO 
ivli;>» 
H K H M . - H . 
i i . v n . . . . 
^....-_ 
"~~- 
• 
:: 
p • ... 
Oilman less than twenty-four, hour, oft members _arul frlemIs o 
the ^ihes o 


the Gotham. 
Twenty-three 


IT K HARD FOR S AWL TO 


KICK Aflfl/iVST THE PRICKS 


The Inexorable Logic of Circumstances 


Will Make Peace Certain in the 


Industrial 
World. 


"The street car strike," says the San Francisco Chronicle, "has 


:ad the effect of bringing home to a great many people a realizing 
sense of conditions in this city whch they never had before, but 
which have long been understood by all those whose experiences have 
given them a wide outlook upon affairs. 


'San Francisco must at once return to normal conditions of 


business, investment • and employment, or cease to exist as an im- 
portant commercial center. If business cannot be carried on in San 
Francisco as cheaply as elsewhere we shall not get the business to 
do. If we do not get the business there will be no use for our 
workshops and business blocks and there will be no work,for the 
men now employed in our industries or in the construction of build- 
ings. Great hotels may flourish by the patronage of tourists who 
flock here to view the site of a once prosperous city ruined by the 
vices of its inhabitants, as they now flock to view the ruins of 
Ninevah and Babylon or to gaze over the'waters of the Salt Sea 
which covers the sites of Sodom and Gomorrah. 


"The loss of an unknown sum ranging from $200,000,000 upward 


has destroyed the financial independence of this city. We cannot, 
with -out own money, either restore our buildings or maintain our 
industries. We cannot get money, from elsewhere except on 'con- 
ditions: 
First and foremost there must be evidence satisfactory 


not only to ourselves, but to the world, that 
law not 
mobs 


lolds sway in this city; that its public officials are not only honest 
ut competent and vigorous men of affairs; that any,man may work 
vho chooses to work at any honest employment unless he can be 
is-suaded by arguments addressed solely to his reason and not to 
is fears; that there~is a public sentiment which will drive from our 


midst such dastardly thugs as those who the other day, when em- 


loyed on a steel frame building, stole their employer's bolts, heated 
iem redhot and hurled them down on a passing street car. It will 
ot be sufficient to attract capital that life and property can be pro- 
:cted' on our streets by an army, or even by our local police. Their 
afety must be assured by a solid public sentiment. 


"It may as well be. understood that we^are facing a grave crisis. 


The builders of flats and dwellings are out of business, for they can 
>orrow no more money. Dozens of the men who have drawn plans 
nd secured permits for erecting business blocks are rejecting all 
aids of contractors and preparing to stop work when excavation is 
ompleted, because it would be impossible for the buildings to earn 
nterest on their cost. The contractors say that their bids are out- 
ageous, but that with present prices of labor and material and the 
itter uncertainty as to what more may be extorted, they dare not 
make them lower. And as matters stand the work will stop. 


"That is not to anybody's interest, but if the rebuilding of the 


city is to go on, material must be cheaper; wages must be lower; 
strikes must stop short; agitators must find no listeners; there must 


order on the streets; peace must reign. 
"And whenever such conditions exist we shall go forward-again." 


The ceremony will take placo Imme- 
dlatelv after the dinner. 
Mr. Corey 
- 
be imattnndcd. 
Only one bridesmaid - 
accompany Miss Oilman to the floral arcl 
beneath which she will become a bride 
This will be her mysterious companion 
Mtss Mary Shaw. 
Miss Oilman's wedding sown will 
of the traditional white satin, although 
its details have been carefully hidden 
Asked about it she smilingly said: 
"That's my secret." 
Every 
arrangement 
except 
the se- 
curing' of a clergyman was complstec 
tociav. 
It Is not believed that there wll 
be any serious hitch to mar the occasion 
Miss Oilman and her family are Roman 
Catholics, and for her to marry a di- 
vorced man, not of her church, coulc 
only come about through a special dis- 
pensation of the Pope. 
No effort 
has 
been made to obtain this, so It undoubt- 
edly will be a clergyman of some Protes- 
tant denomination who will perform the 
ceremony. 


MRS. 
HOWARD GOULD'S HISTORY 


IN AND AROUND ALAMEDA COUMTY 


Searching California to Injure Her Caste 


BAN 
FRANCISCO, May 13.—News 


from the East that the Howard Goulds 
are on the threshold 
oC the divorce 


court is no surprise to friends ot Mrs. 
Gould who knew her during her early 
life in this city and in Oakland. They 
havo been aware that her husband has 
had agents and detectives in Califor- 
nia for several months for the pur- 
pose of determining whether his wife 
had another husband living when he 
married her. 


rtage of Catherine Ciemmons Cor Viola 
Dayan, as she was here known), and 
there evidently is nothing in that di- 
rection on which the millionaire can 
invalidate his marriage. 
The 
most 


that inquiry developed was that she 
was 
vivacious, brilliant 
and 
stage 


struck—a girl whose beauty and tal- 


j ents developed early and who had a 
chance to shine in societ;-. 


FATHER AN OFFICER. 


Her father, Clsmmons, was an of- 


one here ever heard of the mar-(fleer In the Union army, and at his 


There is no other part of our physical system upon winch So nmcll 


oTas upon the blood. The muscles, nerves, bones, smews, skin and 
nortions of the body are sustained, developed and enabled to perform 


their Afferent duties, because they are supplied with nourishment.and 
healthful properties through the circulation. 
_ In various ways the blood 


S^omes contaminated and polluted. 
A sluggish, inactive condition of the 
£stan and torpid state of the avenues of bodily waste, will leave the refuse 
and waste matter of the body to sour and form uric and other acids which. 
«eabsorb4nnto the blood and Rheumatism, or some itching, disfiguring 
tHndi°ease is the result. Muddy, sallow complexions, eruptions, splotches, 
Siun disease is tut icsmu. 
. 
i-i.-_ „,,«. ;„ ft.*. r.V.-nlatinn 
n e a s e s e 
. 
, 
r^rnplefete all show that some humor has taken root in the circulation 
and rendered it sour and unfit for nourishing the body. There is scarcely 
Sny disease whicl, cannot be traced to the blood 
Often the disease-tainted 


Wood of parents is handed down to children and their lives are a continual 
battle aeainst disease in some form, usually ol a scrofulous nature 
Rheu- 


any disease Vhiclfcannotbe traced to the blood. 
Often the disease-tainted 


iod of pa 
^SS^^D^^^-^d-ilicers, ContagiousHocd Poison jta. 


-nTare all deep-seated blood troubles, and witil "this vital fluid is purified 
aoc, 


fcey cannot beared. For all blood diseases S. S,S. is the b,st.remedy ever 
- 


put upon the market. This great medicine is made of roots herbs and barks 
It recognized blood-purifying and builchng-np properties. It goes down into 
&e circulation and removes all poisons, impurities and humors, supplies 
£e blood with the healthful properties it needs and completely cures blood 
diseases of every kind. 
S. S. S. cures Rheumatism,. Catarrh Scrofula 


U13C<aO<_C7 v* ~ 
J 
„ 
, 
• .„„ T»t~_J T^rtJortn 
GT-I-. 
|-i«/>'111 G» IT 


death left a handsome -widow and two 
girls. In time, the widow married J. 
'W. Dayan, heafl of one of the depart- 
ments of the Southern Pacific, and the 
two girls took his name. The Dayans 
kept a fashionable boarding house at 
Thirteenth and Jackson streets in Oak- 
land, then the heart ot the transbay 
city's social lUe. The two girls, Ella 
and Tlola Dayan, were taken into the 
best society in the younger set. 


Ella married Charles E. Overacker, 


then prominent in Alameda 
County 


politics and society and now a well- 
known horticulturist on the old home 
place at Niles. Later she developed 
erratic tendencies, was divorced, and 
is now the wife of a Chinaman. 


VIOLA A BLONDE. 


The 
younger 
sister, 
Viola, 
was 


blonde and tall and exceptionally sta- 
tuesque. ,,Her parents moved to San 
?Yancisco and set up an establishmen' 
on Second street. 
There her belli 


hood developed and her yearning for 
the stage. She studied dramatic poses 
and elocution and sought an "angel1 


who would star her in an appropriat 
play. 


She found such a backer In Colone 


William F. Cody, who staged a play 
for her and put her on the road as a 
star with beautiful gowns and elabo 
rate scenery. She had returned to he 
childhood name, Catherine Clemmoru) 
and the story went abroad that once 
when her father was fighting Indian 
on the 
plains, "Buffalo 
Bill" cam 


along and rescued her from the paint 
jed savages, thus becoming her gu.ird 


Paris, when they traveled then 


cepted 
the famous scout as ht 


uncle. 


ATTRACTED GOULD. 


She made some success on the stag 


. 
. . . 
_ 


, Sores and Ulcers, Contagious Blood Poison, etc. because it 


blood 
Book on the blood and medical advice free. 
blood. J^K 
SWIFT SPECIFIC_CO.,.,ATLAIfTA, 


and attracted the attention of Ijow 
ard Gould,' who finally won her hea: 
and hand. 'Their wedding created 
good deal of stir. After that Sirs. 


German Lieutenant Beats Hotel 


in New York and Police Ar- 


rest Him. 


NEW YORK, May 13.—Max Coster, 


who states he is a lieutenant in the 
German arrfly, and that, meeting with 
inancial reverses, he came to 
this 


:ountry. six months ago for the pur- 
>ose of marrying some heiress, 
was 


lold in the Jefferson .Market Police 
Court today on a charge preferred by 
Manager Shanks of the Hotel Man- 
lattan, who says Coster ran up a 
veek's bill of $60 and left without pay- 
ng.Coster is tall, well built and has a 
military bearing. He owes $21 at the 
lotel Belmont, $70 at the Savoy, and 
arious sums at other first-class ho- 
els. 
He said, after his arrest, he 
ound it easier to get credit at the best 
lOtels than at the second-class places. 
fhere the guest's ability to pay was 
nquired into closely. He had establ- 
ished himself at the Holland House 
vhen arrested. 


^ 
. 
"My Cake U Dough." 
Did not UBO Sperry's Flour. 


HORSWiLL ASKS CONTINUANCE 


Real Estate Dealer Gets Forgery 


Case Continued. 


Frank H. Horswlll, a local realty dealer, 
accused of forkery by Robert Bousfldd 
who stands convlsted of a similar chare*, 
appeared in Police Court No. 2 this morn- 
ing and asked that his case go over unlii 
tomorrow, at which time he will be ar- 
raigned. The district attorney's oKlce is 
desirous of having a speedy preliminary 
examination, as Bousfield, the princioal 
witness, -will probably go to the peniten- 
tiary in the near future. 


"What country" said the bishop "Jo 
you prefer to work In first?" 


The young and tender missionary after 
a llinuRfitin! pause replied: 
ve"ctarfaVhe""' sir. where the natives are 
Enquire 


for Them 


No housewife who has used any of 


flavoring 
Extracts 


Lemon 
Orang* 


Gould made Ao great effort to conquer 
New York society as George Gould's 
actress wife did, but was content with 
ler own circle and lived much at the 
most fashionable hotels. 


Occasionally for some years there 


lave been rumors that Howard Gould 
and his beautiful blonde 
wife were 


having spats, and some months ago, 
when a judgment was given an archi- 
tect against her because she swore at 
him, 
it became known that the two 


had separated. 


Then came the effort to trace her 


California career in the search for a 
husband, and now the divorce suit is 
known to the world. Mrs. Gould, 
though growing stout in recent years, 
is still considered a striking beauty in 
New York and has not yet come to 
forty year:;. 


buC will recommend them as the 
best articles of their kind in do- 
mestic use. They are the leading 
flavors in America and should be 
on the shelf of every grocery. 
Enquire for them and do not take 
substitutes. 


Shake Into Your Shoes 


Allen's Foot-ease, a powder. It cures 
painful, smarting, nervous feet ana In- | 
crowing nails, and Instantly takes the •, 
atlnff out of corns nnd bunions. It's the 
greateet comfort discovery ot the age. 
Allen's Foot-Ease makes tlsftt or n«« 
shoes feel tasy. It is a certain cura for 
sweating, callous, swollen, tired, •chine 
feet. Try It today. Sold Dy all Dronfoti 
and Shoe Store*. 
By mall for ZBe. to 
stamps. 
Don't a'ccept 
any :- eiikatltuta.- 
Trial package FREE. Address, Allen 8. 


- ----- -— - 
jDlmsted. 
K. *.'c 


SPEAKING 


of 
the 
vagaries 
of 


slang, did you ever no- 
tice the kind of ver- 
nacular 
terms 
that 


Boston 
folks employ? 


A tight-wad m Boston 
Is called an 
"epider- 


mis." An old fogy is 
a "Silurian." The wise 
ones are never "next"; 
they are "contiguous." 
"Hurry" is called "hya- 
"swat" Is referred to 
as "propulsive energy." 
"Cold feet" 
Is termed "procrastinltls" and "a dy- 
ingr sweat" is "rigor mortis." "RaWle 
your slats" is translated into "agi- 
tate your laterals," while a "four- 
flusher" " Is 
"an 
eTconfmunlcade." 
There Is no end to this, either, bat 
for a respite I suggest Tjehnhardt's 
Brainstorms or brain-food; 
it's, all 
the same to Lehn. 


FRESH 
EVERY DAY — Motanet 


Taffy, a big bar for Sc. 


Lehnharttt'* 


115* 
BROADWAY. 


tcria" and 


^Ba on year cutrd *ealn§t tub- 
fititution. There «re many so- 
called "witch-hazel" eoaps; 
artindally colored erwen, of- 
Ceredas"ju5tas?ood." 


For Troubled Skins 


O.Sosp, balm, beautifier — sure relief. 
Not one alone, but otl, is Ponf's Ex- 
tract Soap. 


fl Pond ^'"Extract Soap Is fuar- 
ant«ed under Pure Foods ind 
Druea Act, Jun« 30, 1906— 
as pure a£ Its cream-white color 
indicates. The name tppeara 
on case and conta-ir,:r. Atk 
your crusglst. 


e, Effectual, deep-reaching 


cleanser for the most inflammable skins 
and tender tissues. 
Grateful comfort 


for smarting, itching cuticle. 


Pond's 


Extract Soap 


The ideal beauty aid, to clear the skin 
and to give it the peachbloom tint of 
health. 
G. Best of all, it brings lasting relief — 
in all local skin affections, you can 
work a quick, complete and natural 
transformation by means; of Pond's Ex- 
tract Soap. 
G.!t is the finest of soap, perfectly 
blended with genuine Pond:s Extract, 
combined to form an entirely new sub- 
stance — the skin's greatest healer, 
beautifier and nourishment. 


A R M O U R & C O M P A N Y 
Mittn of FiM Toilet Sotpi. Sole Ucenieei from Pood'. Extract Co. 


CAMPBELLCO 


TELEPHONE- 
'OAKLAND3OO 


SPECIAL SALE 
Tomorrow - Tuesday 


Sunny Slope 
Eggs 7 


Per dozen 


Hb.25c-2lbs.50c 
Do you realize that butter and eggs consti'uta 


one third of your grocery bill ? 


Do you realize that you use one or more squares 


of butter daily? 


Do you realize that you use one or more dozen 


eggs daily? 


Do you realize that WE save you from 10 to 15 


cents upon each square of butter ? 


Do you realize that WE save you from 6 to 10 


cents upon each dozen of eggs ? 


Do you realize that it will pay you to compare 


prices and be convinced ? 


TUB 


are pom/mf 
OfAof 
Ofhof 


Cor. of 12TH <" Harrison 


OAKLAND 


SAVE MONEY 
AVOID P1AN 


Teeth Exacted Without Pain 


Acknowledged to be til* easiest and belt 


extractor* In Oakland. 


Until April SO we 
ha-vn 
decided to make our belt 
•eta at teeth for tt.00. 


TEEItt 


BET OP TEETH 
».«« 
MK GOLD CROWNS 
J-JJ 
GOLD FILLINGS 
t»J 


SILVER JTLIJNOS 
•• ,-H 
BRtDGEWORK 
*••• 


No charg* for CTtractttu; when teeth 
are ordered. A written cuamite* for 31 
rear: with all work. 
BOSTON DENTAL PARLORS 


1155"/. 
WASHINGTON ST. 


THE PIONEER FRENCH BAKERY 


• 
«.ag«at.T.« BEOS.. Propmten. 


N. E. Cer. Tenth cn« Wfabater Streeta. 


TefephecM VTWta ttt. Oakland. 


Flrrt qUUltr French Bread delinred t* 


aH part* of Oakland. Berkeley and JUa< 
•eda. ^oav«5 nedt to order far partlu. 


H,S,BridRe&Co.i 
The Leading Tailors ot the 


Pacific Coast 


Imported and Domestlo Clothi 


<B the 
V<TT latest fabrtci mr» •< 


AOW balnr mad* up In tb« new- 
est (tjrlea. 


CHIRT8 MADE TO ORDER. 
117« O'FARMKLI. STREET, 
•tt. *ranktln A dough 


BAN FRANCHCO. 


T*fc» Cllit *r (utter «t. Car*. 


AC£ EKAHDS 
OF 
TH2 


*£*T 
WHISXIt* 


TbeE.IMHAYERCO. 


Pibst Blue Ribbon Beer 


—the life of the luncheon, 
the delight of the dinner, 
the jOI-around wire, whole- 
BonM food^drnuL nurae fnin 
Patwt Eight-Day Halt. 


MURRAY & CO. 


J «10 Rrortwiy 
Oakland «9»1 
V 
HeatlBc and VentiUUnc 
* 
FURNACE* 


t 
R«pair«ns—»h«*t Metal Wwfc. 


», 


MONDAY EVENING, s—' 
0 AKLAKD 'TRLBUJXJS. 
MAY 18, 1901. 


SPORTS 
EDITED 


.5000 Witness Game of Ball at Oakland 


COMMUTERS WIN 
MATINEE 


GAME, BUT LOSE MORNING 


Largest Crowd of the Season See Van 


Haltrex's Men Beaten in Grand 


Game, I to 0. 


BURNS-SQUIRES FIGHT 


POSTPONED FOR MONTH 


By T. P. MAGIL-LIGAN. 


STANDING OF THE CLUBS. 
Won. 
Lost. 


Uos Angeles 
21 
11 
Gan Francisco 
20 
If 
Oakland 
p 
1| 
Portland 
10 
2? 


.556 
.543 
.270 


In the -best game of baseball seen in 


Oakland this 
season, 
the 
Portland 


Beavers came out on the top end of 
a 1 to 0 score with the Commuters at 
Freeman's Park yesterday morning. 


The largest 
crowd of the season 


turned out and there were fully five 
thousand present when Umpire Perrlne 
sent the boys at their work. 
The perfect weather conditions was 


responsible for the crowd, and every 
fan in the park went away satisfied 
that he had gotten the worth of hi;- 
money. 
Wright and Califf opposed each other 


in the box and it was one of the best 
pitcher's battles of the year. 
Oakland got four hits oft Califf. but 


two of them were of the scratchiest 
kind. 
Wright was in fine form, ana he al- 


lowed his opponents only three hits. 


Portland won the game in the fifth 


inning. 
Moore opened with a sharp 


'hit to right field. It looked good only 
!for a base hit. Heltmuller went after 
kh« rap with the Intention of trying to 
Itoss Moore out at first base, but ths 
Ifcall took a bad bound and got awas 
Ifrom him and before he recovered i; 
IMoore was on second. 
Had 
Moor-; 


iuscd good judgment and a. little more 
(speed he would have made third base 
jon the play, but he tarried at second. 
iBnssey laid down a neat sacrifice. Car- 
bon walked and stole second, and Califf 
'won his own game by lifting out a 
'"Rhode Island" single back of Eagan. 
Then Van Haltren pulled off as neat 
:a piece of fielding as anyone would 
icfire to see. Schlnn lifted a sharp on« 
'at Van. Van got under it neatly, and 
by a quick throw doubled Calift at first 
base. 
There was nothing stirring- for citlipr 


'side In the first three inninngs, and 
neither pitcher .allowed a hit. In tho 
!fourth inning it looked as though the 
'locals would get to Califf. 
Smith and 


Van Haltren each singled, and Heit- 
muller laid down as pretty a-sacrifice 
as any one could care to see. Califf used 
excellent judgment in walking Truck 
Kagan. With the bases full and only 
one gone, Califf settled down and pitch- 
ed big league baseball. 
He 
forced 
Kiss to pop one up to Dimleavy and 
then Califf whiffed Haley. 
Pitching 


After that inning Oakland never bad 
a peep. 
Barring the fourth 
inning 


'Wright pitched perfect baseball. 
Ho 


showed a world of speed, and his t>end- 
;ers took the Beavers by storm. He 
'pitched a man's game and his work 
:-was cheered lustily by the large crowd. 
• 
The Commuters journed across the 


bay In the afternoon, and reversed the 
,morning decision in a game that wns 
Just as thrilling as the morning con- 
gest. After thirteen Innings of pretty 
Claying Oakland scored five runs to 
Jfpur for the Beavers. There was good 
Ibaseball played In every Inning and 
'the win of the Commuters pleased the 
large crowd. 
Hbga-n pitched for the Commuters 


:and his work was of the highest or- 


der. He was opposed by Klnsella, who 
also pitched 'a nifty game of ball. 
Oakland got their 'bats working well 
in the afternoon contest and slapped 
our fourteen hits. 


The scores: 
, 


MORNING 
GAME. 


PORTLAND. 


AB. R. BH. SB. PO 


Shinn. ss 
Lovett of. .,. 
Casey, 21) 
McCredie, rf.. 
Dunleavy, 3b 
Moore, c 
Bassey, If. 
Carson. Ib ... 
Califf. P 


4 
3. 


1 27 10 
Totals 
23 
1 
3 


OAKLAND 


AB. R. BH. SB. PO. A. B. 


Smith 
It 
Van Haltren, cf. 
Heitmuller, rf.. 
Eagan. ss 
Bliss, c 
Haley. 2b 
Blfrbie, Ib 
Devereaux, 3b.. 
Wright, p 


.29 
Totals... 


SCORE BY 


1 
2 3 


0 27 11 
0 


Portland ... 
Base hits. 
Oakland ... 
Base hits. 


.0 
0 


.0 
0 


.0 -0 
.0 
o 


0 1 0 
0 
2 
0 
0 0 0 
2 0 0 


0— 1 
0— 3 
0— 0 
1— 4 


SUMMARY. 


Two-base hit—Moore. 
Sacrifice 
hits— 


Califf. 
Heltmuller. 
Bassey. 
Devereaux 
First base on called balls—Off Califf 2, off 
Wright 4. 
Struck out—By Califf 
i. by 


Wright 2. Hit by pitcher—Califf. Doubl 
plavs—Vnn Haltren to Blgble. 
Time of 


game—1 hour 32 minutes. 
Umpire—Per 


rine. 
AFTERNOON GAME. 


PORTLAND. 


AB. R. BH. SB. PO. A. B 


Shinn. ss. ... 
Lovptt. of. ... 
Casey, 2b 
McCredlo, rf.. 
Dunleavy, 3b. 
Donahue, c. . 
Bassey. If. .. 
Carson. Ib ... 
Klnsplla, p. .. 


Totals. . 


0 
7 
2 
17 
0 


3 '36 17 


None out when winr-.ing run was scored 


OAKLAND. 


AB. R. BH. SB. PO 


Smith, If. 
Van Haltren, It. 
Heitmuller, rf. . 
Hac'kett, c 
Haley, -b 
Bigbie, Ib 
Devereaux, p... 
Gates, p 
Ilogan, p 


0 
4 
4 
6 
31 
19 


0 
0 


A. E 
0 


Totals 
49 
B 14 
1 
33 26 
4 


SCORE BY INNINGS. 


Portland 
3 0 0 0 0 0 0 1 0 0 0 0 0 — 4 
Base hits...l 2 1 0 0 1 0 2 0 0 1 0 0 — 8 


Oakland 
0 1 0 0 0 0 3 0 0 0 0 0 1—5 
Base hits.,.0 2 0 1 0 0 4 2 2 0 0 0 3—1-1 


SUMMARY. 


Hits—Off Gates- (2-3 Inning), 1. Runs 


off Cates. 3. Two-base hits—Devereaux, 
Van Haltren. .Eagan (2). Sacrifice hits— 
Devereaux, Smith. 
First base on caljed 
baiis_of£ Klnsella 4, off 
Cates 
3, 
off. 
Hogan 2. Struck out—By Klnsella 5, by 
Hogan 
1. Double 
plays—McCredie 
to 
Donahue. Time of game—2 hours 30 min- 
utes. 
Umpire—Perrlne. 


BREEZY CH/T CWAT OF THE GAME 


Bassey, who was with 
Oakland 


temporarily, has been turned over to 
:the Portland team. 
He takes Croll's 
place In left field. 
McCredie has re- 
leased Croll. 
The latter has several 
!good offers from minor league clubs 
and the chances are that he will go 
East. 
f , . 


Dunleavy has also been let out by 
Portland. 
He will very likely play 
with one of the State league teams, 
as he has a good offer. 
• * * 


Moore's two-bagger wasn't such a 


hard, hit, but It did the work for the 
Beavers. 
• • • 


Bigbie made a great stop In the 


fourth 
inning 
yesterday. 
Lovett 


peeled off a wallop that looked good 
for a couple of bases, but by extend- 
ing himself in the air about three 
laet Bigbie landed the ball safely. It 
was a pretty play and Bigbie came in 
for generous applause. 
• • • 


Willis and Hoag will not be taken 
to Portland by Manager Long. 
They 


•will be the stay-at-homes" on this 


Shlnn, Moore and Califf were the 
only Portlanders to 
make hits oft 


Wright in the morning. 
• 
* • 


Guess the Oakland fans can be a 
bit proud of their home team after 
yesterday's game. 
* 
• 
• 


Los Angeles tomorrow, and don't 


forget to be among those present. 


Bigbie Is coming along nicely. He 
hat yesterday afternoon. He rapped 
out three hits off Kinsella. 


Truck Eagan larruped the ball for 


two doubles in the afternoon contest. 


Blgble Is coming along nicely . He 


fielded his position in the highest ap- 
proved form yesterday. With a little 
more ginger he would be about as 
good a first baseman as there is in the 
league. 
* * * 


Dunleavy smased out three hits in 


afternoon contest. 


All the morning 
sounds 
of 
bursting 


locks wore heard in Oakland. 
The other 


clay some unscrupulous gent in San Fran- 
cisco lifted Van Haltren's glove. 
In the 


palm of tlie glove was nineteen keys that 
were used to open the Van Haltren hen 
house, the kennel, trunk and bureau, and 
fifteen kovs for safety deposit boxes, large 
size, where Van keeps his treasure trove. 
All these resorts Van had to burgle to 
get at the contents. 
His hen was so 


nearly starved that he fed her through a 
straw. 


• * 
• 
* 


Just to show the elite of San Francisco 


that they have nothing on Oakland, Bricl'. 
Devcrnaux 
has 
christened 
his 
manor 


Raspberry Hill. 
So now, Strawberry Hill, 


you've got nothing on us. 


Smith, Van Haltren, Eagan, Devereaui, 


and Hogan each had a brace of hits yes- 
terday afternoon. 


It was with deep feelings of regret that 


Oakland left the United States yesterday 
niornlng and crossed over to that be- 
nighted Itmd of San Francisco. 
Their 


mission was to place still another floral 
wreath entitled "Asleep" on the graves 
of the defunct Beavers. 
They did this 
and returned to tbe Uiilted States a happy 
band last night. • 
» • 


Bye- bve, Bassev. We hope you luck. 
*" 
* 
* 


"KInsilly" was tickled for fourteen hits, 


but he managed to pull through until the 
final spasm. 


Things have been breaking worse than 


cold storage eggs for Walter McCredie, 
and he will have to slip into Portland 
under cover of darkness if he wishes to 
get away with his precious life. 


SOCCER GAME 


CALLED 


OFF 


> 
-The game of soccer football sched- 


uled between the Albion Rovers and 
the Scotlas for Freeman's Park yes- 
terday afternoon was not pulled off 
owing to poor transportation laclli- 
itles 
The secretaries of the teams 


'ratlled.the game off yesterday roorn- 
**•.••.: __*——. , 


$1.09 FOR 50c. 


That's right: our prices are 50 per 


cent, cheaper than .Installment prices 
In .Furniture of all kinds., H. SCHELL- 
HAAS, llth and \Franklin streets, 


BIG CROWD IS 


EXPECTED 
AT GAME 


•»• 
Oakland Is showing Itself to be * 


•*• one of the best baseball cities In * 
-•- the Pacific Coast League. 
The •»• 
*• largest crowd of the present sea- » 
son turned out to greet the play- •» 
era yesterday morning, and they ••• 
surely got the worth of their * 
money. 
*' 
-President Walter was 
greatly -•• 
pleased at the showing made by * 
the, fans, and he was 
about as -» 


•»• happy a mortal as resided In * 
Oakland yesterday. 
•» 
Predictions 
are 
freely 
made •» 
that the best crowd of the season-* 


-w- will be on hand to welcome Los * 
* Angeles to'morrow afternoon. The *• 
Angels are the league leaders, but •»• 
Van Haltren expects to put a 


•»- twist In the winning record of 
the Southerners. 
Every fan In Oakland should •»• 
turn out tomorrow and root for •»• 
the home team. Oakland is play- ••• 
ing a great game and they de- -•- 
serve "enecouragement. 
*• 
t. 
»•••« 


-ft- 


INTERESTING GOSSIP FOR 


FOLLOWERS OF THE TURF 


Lee Dernier Gathers Some Breezy Bits 


of News About Horses and 


Their Owners. 


SEALS TRIM 
THE ANGELS' 


WINGS 


LOS ANGELES, 
May 
13.—"Silvers" 
Henlev beat tbe Angels again yesterday, 
the Seals scoring their second shut-out 
of the present series. 
....,, 
The score was 2 to 0 In the last half 
of the eighth Inning when, with one 
Angel out. Derrick called the 
game. 
The umpire claimed that there had been 
a mutual agreement between Mohler and 
Jjillon to call the came at 4 o'clock In 
order to allow the Seals to catch the 


spec- 
Mo- 


KID LAFAYETTE, WHO IS TO APPEAR AT THE 


LIANCE CLUB BOUTS TUESDAY NIGHT. 


RE- 


Anfipodean and Canuck Will Hook Up at 


Co/ma on the Fourth of 7u/y— 


Gossip. 


By EDDIE SMITH. 


•As was expected, when the car strike 


ass.urfjed the proportions which It has, 
the Burns-Squires championship, con- 
test: has'been postponed from May 30 
to July ,4. 
Manager Coffroth yester- 


day visited the Australian and after a 
short conference with him convinced 
the visitor that as he was boxing for a 
percentage of the gate receipts it would 
be far better for him In a financial way 
if tlie contest was postponed to Inde- 
pendence Day. 
The change will also 


please the members of the Grand Army 
of the Republic and other patriotic citi- 
zens who had made a request that the 
fight "be held on some other day-than 
the one named in the original articles. 
Then, too, the scandal 'that Burns has 
been mixed up in at Los Angeles would 
not help the receipts of the house any 
and Colfroth has hopes that by July 
4 the scandal will have blown over to 
such an extent that the fans will pat- 
ronize the championship fight with the 
utmost confidence that it will be fought 
absolutely on the square and that the 
best man will win. 


The confidence displayed by Barney 


Reynolds at Los Angeles after the 
Burns-O'Brien fight when he said that 
he felt more than ever that Squires 
was the master of either Burns or 
O'Brien and that lie stood ready to 
wager 55000 that his charge would win 
the coming contest with Burns. 
Rey- 


nolds makes no stipulation In his offer 
to back the riewcomes as to odds and 


he no doubt realizes that Squires 


will surely be on the short end It would 
appear that he has such confidence in 
the chances of the .Antlpodian that he 


willing to take a little the worst of 


It to get his money down. 
Squires 


lias a slightly sprained foot and will 
rest for a short time .before going into 
active training. • 
* * 


Big Jack Johnson, the colored gen- 
tleman of many managers, is In town 
and is hanging his hat up at Link Den- 
nis' place on Seventh street. 
Jack is 


here looking for trouble, and has an- 
nounced that he is after that Mr. 
Squires, the man whom he went to 
Australia to meet and then found that 
he . was about to leave for America. 
After cleaning up on two of-the lesser 


SANTA ROSA 


LOSES THE 


GAME 


SANTA ROSA, May 13.— The Wiley 


B. Allen .baseball nine took the locals 
into camp in great shape yesterday af- 
ternoon winning by a score of 13 to 2. 
Barney Joy pitched for the Aliens and 
had the local tatsmen buffaloed. He 
struck out thirteen batsmen. Catchers 
Burrows for the Aliens and Robinson 
for the locals each sustained split fin- 
gers during the afternoon. The game 
was uninteresting on account . of the 
one-sided score. 


lights with ease he followed the white 
rascal to America, only : to find that 
he was matched with' Tommy' Burns. 
"Now. that's what I call hard luck," 
says Jack, 
"I will be satisfied, though, 


if I can only get the winner of the con- 
test. 
Do you thing.there is a chance?" 


Poor'Jack, like old Peter Jackson, has 
the ability, but nature made him black 
and the fighters in America draw the 
color line as. soon, as they become ;a 
champion. If Squires wins, then John- 
son has a good chance to get a chance 
to fight for the title, for the Australian 
has announced that he is not prejudiced 
against the colored men and that he 
would fight a coon as quick as he would 
a white man. • If Squires-does not w,in 
then Johnson will!.like Peter Jackson, 
go out of the game with, many believ- 
ing that he had the ability to win the 
championship,'but'that he never was 
given the chance. 
This Is not the only 


thing that Jack is sore about since re- 
turning .home. 
Saturday . .he 
wan- 


dered into a liquor emoriupi on Eighth 
street and asked for a drink, and as he 
had a few dollars he tossed his money 
recklessly on the bar something after 
the • style .. that Hetty Green would 
squander a penny. The bartender took 
a good look at the big fellow and then 
tossed him a card announcing that a 
drink in that house would cost him five 
dollars. . Jack read the card and, toss- 
ing It back on the bar, invited the 
knight oC the be'er glass to the street, 
where he would convince him who was 
the better man. 
Toppy announced 


that as he was the manager of John 
Barleycorn and King Alcohol, both 
world's champions who have never suf- 
fered defeat in a long contest, It would 
be beneath his dignity to clash with a 
colored man. 
He announced, however, 
thafneither of his champions drew the 
color/line, and that if Johnson would 
fight them they would soon put htm out 
of the -running.•-- Jack declined the 
challenge and, to the writer's knowl- 
edge, it is the .only challenge that he 
ever did.turn down. 
..He Is a fast and 


clever fellow and -as rie-has haxl the 
worst of It in 'Frisco he sonld be' given 
a chance with some of the navies who 
think they have championship material 
in them. 
. . . 
. 


early train.. 
, 
. 
Dillon disclaimed 
any 
knowledge of 
such an agreement when, 
after Der- 
rick's action the 3000 or more 
tators sent up a howl of protest, 
rlarlty was out of the game with his in- 
jured wrist which he retrenched in Fri- 
day's game. Wheeler was In the short 
new. The feature of the game was the 
work of Catcher Street. 


LOS ANGELES. 


AB. R. BH. SB. PO. A. 


Carlisle. If . 
Ellis, cf . ., 
Bernard. 2b 
Smith, 3b . . 
Dillon. Ib . . 
Cravath, rf 
Delmaa, ss . 
Hogan, c . . 
Gray, p . . 


Totals . . 


Spencer, 
Moh 


SAN FRANCISCO. 


AB. R. BH. SB. PO. A. E. 


of 


ihler. 
Wheeler, sa . 
Hlldebrand, 11 
Irwin, 3b . •• 
Williams, Ib . 
Murphy, rf . . 
Street, c 
Henley, p . ... 


Totals 


SCOKE 


29 
2 
4 
0 *22 IS 


BY INNINGS. 
1 2 1 4 B « 7 * 


TXJS Angeles . ...0 
Base hits . 
...1 
Ban Francisco .1 
Base hits 
1 


0 0 
1 1 
0' 0 
1 0 


Jockey Tommy Sands will be seen In • 


th» saddle today. 
• • • 


J. B. Dunn la now the owner of E<3- 


uardo, 
• • • 


Trainer Dave Henry will leave short- 


ly for Louisville to take charge of Bar- 
ney Schrelber's western string. 
• • • 


Jockey C. Williams will also make 


the weight today, his suspension hav- 
ing expired. 
' 


Joe 
Coyne, t Charley 
JlcCafferty's 


sprinter, has been put orr the school- 
Ing list. 
• • • 


Bookmakers Bill Jackman and John- 


ny Lyons took a hand in the game 
Saturday. 
• • • 


A wind jammer special to the Weekly 


Towel says that Bookmaker Charley 
Bowman tore a hole into the out-of- 
town poolrooms to the tune of 120,000 
on the win of KerchevaL 
Far-away 
Alaska, Honolulu and Yokohama com- 
missions to be heard from. 
• • • 


Brlarthorpe is convalescing from a 


severe spell of sickness. 
• 
• • 


Horace Egbert made the announce- 


ment Saturday that the Seattle meet- 
Ing would be extended if the patronage 
warranted It. 
Permission to do so 
has been granted by the Pacific Jockey 
Club. 
• • • 


Enoch Wishard has A. B. Spreckels' 
Voorhees ready to race. 
The big Soli- 
taire II .horse is showing speed in. his 
work. 
v -. 
• • • 


Jockey Walter Miller has had more 
mounts on the New York tracks than 
any other rider, but Jack Martin, 
Booker, Noone and McCarthy lead him 
in winning percentage. 
• • * 


Saturday's scratches: Taylor George, 


Toller, Crowshade, El Prlmcro, Lord 
Provost, Aaron J., The Skipper, Blagg. 
• 
» 
• 


Charley Stewart, a turfite from the 


old school, Is booking under the name 
of the St. Louis Club. 
• 
» 
• 


A carload of horses headed by Mabel 


Hollander 
were shipped to Denver 


yesterday. 


• 
• 
• 
• 


Harry Withers, the genial manager 


of the betting ring: for the coming 
Denver meeting, left for the Colorado 
city last night. Withers has been do- 
ing some good work In advising book- 
makers and horsemen In general to 
journey to the "City Beautiful." 


Nothing got 
something. 


half a loaf, which 
IE 


0—2 
1—4 


Sacraflce hits—Ellis 2; Irwin. Left on 
l,asc8_Los Angeles. 8; Sa.n Francisco. 8. 
Bases on'balls—Off Gray. 3; Henley, 4. 
Struck out—Gray, 4; Henley, 3. Doublr 
plays—Irwin to Mohler to Williams. First 
base on errors — Los Angeles, 2; 
San 
Francisco, 3. Hit by pitcher—Spencer. 
Time—1 hour 33 minutes. Umpire—Der- 


•Game called eighth Inntne with one 


iut for Los Angeles. 


J. E. Seagram has sold the seven- 
year-old chestnut gelding Cloten, by 
Hazclhatch—Cymbellne, to Charles J. 
Kean. Fred Sturgeon will train him. 
• 
* • 


It Is reported on good authority that 


there will be a dissolution sale of the 
Newcastle Stable racers. Andrew Mil- 
ler, Blair Paynter and Frank Bishop 
are the partners In the stable, and it 
is said that It is the latter who wishes 
to get out of the firm. Jockey Miller 
Is under contract to the stable, which 


McCarter, J. C. Core, Running 
Inquisitor and others. 
* 
• 
• 


It Is not certain, but it Is highly 


probable, that Francis Trevelyan will 
be the presiding judge at Latonla, Mr. 
Trevelyan 
is now at 
his home 
In 


Chariottesville, Va. 
• 
* 
• 


The 
Sausallto 
pool-rooms, 
which 


will open 
toilay will post on 
their 


boards Louisville and New York races. 
• 
» 
• 


The following prices were obtained 


for the Van Dusen horses at the sale 
Saturday: 
PImkim, to W. Hawke for 


$1250; Elevation, to J. M. Crane for 
$800; Supremf Court, to J. H. Bran- 
nan 
for $1200; 
Hippocrates, to 
Al 


Goodln for $350: 
Dusty Miller 
was 


bought In at S29EO. 
* • * 


A Louisville 
dispatch states 
that 


Walter O. Pitrmer, secretary of the 
Windsor and Fort Erie tracks, says 
the recent decision of the Canadian 
Supreme Court will make no appreci- 
able change In betting arrangements 
at the tracks in Ontario. Booths and 
slates will be used as in the past, but 
Instead of st.-mding on a block, the 
money-taker -vlll walk about in front 
of the booth. 
• * * 


The good 
old raco 
mare, Loving 


Cup, by Belvldcre—Lizzette, by Hin- 
doo, foaled a bay colt 'by 
Bannock- 


burn recently. Loving Cup was foaled 
In 189,5 and was raced successfully for 
five seasons by George W. Miller. 
• 
* 
* 


Edmund 
S. Twining. William L. 


Harkness, 
Morton C. Nlcholls 
and 


James B. Tailor have been 
elected 


members of ihe Truf and Field Club 
In New York. 


When the right money was sent In 


Fireball, without the 
aid of a net, 


showed a rank reversal over his last 
performance. 
• 
• • 


Tlie Denver Derby is creating much 


excitement among horsemen here. 
• • • 


Forty-five owners have passed the 


$3000 mark during the racing season. 
J. O. and G. H. Keene appear to bo 
secure in second place, since Jennings 
a.nd Walker, their closest competitors, 
have gone East. The record is as fol- 
lows: 
S. C. Hildreth. $32,532; Keene 


Brothers, 
»1«,700; 
W. B. Jennings, 


$18635; William Walker, 
$18,422; C. 
C McCaffertj. $16,533; William Cahlll, 
$12,264; H. K. Kowell, $10.486; C. E. 
Durnell, $9,497; H. R. Rice Jr., $8804; 
W. V. Conran, $8500; H. Stover, $8- 
764; Hoag & Co., $7871; E. J. Rajn- 
sey, $7867; Stevens & Son. $7810; D. S. 
Fo'untaln 
$6749; B. Schrelber. $6543; 


Scharelg & Co., $6110; H. G. Bedwell,, 
15990; T. H. Williams, $5973; C. Van 
Dusen $5790: Van Gorden, $5675; H. 
T. Griffin, $3605; William St. Vin- 
cent $5269; J. D. Millin, J5140; J. M. 
Cra.ne, $5095; L. T. Lee & Son, $4939; 
William Durker, $4819: F. W. Healey. 
$4635; H. R. Schaffer, $4595; G. P. 
McNeil, $4560; E. J. Baldwin. $4514; 
Hall & Marshall, $4045; W. W. El- 
liott, $4040; A. Konigsberg. 
$3831; 


Molera & Joseph. $3825; P. G. Lynch, 
$3739; Davles & Co.. $3700; A. F. El- 
liott, $3559; Sobre Vista Sta, $3535; 
E. Gaylord, JS405; James Touhey, $3- 
300; J. H. Itrannan. S3214; M. Reiss, 


owns some valuable horses, including i $3200; W. Hravke. $3170. 


CORDOVAS IN 


FINE FORM 


WIN 


SACRAMENTO, May 13.—The Cordovas 


won the first game of the season against 
the San Jose team here yesterday after- 
noon. 
Sacramento squeezed two runs 


across the plate, while the best the prune 
)lckers could do was to antiex a run. 


Brown pitched a very effective game of 
baseball lor Sacramento and he had the 
San Jose team guessing throughout th« 
game. Krause pitched flne ball up until 
the last inning when he weakened, and 
allowed the home team to touch him up 
three hits. 
The score: 


SAN JOSE. 
AB: R. BH. SB. PO. A. E. 


Piedmont Baths. 


First-class Turkish :and Hammam baths. 
Finest service on the coast; experienced 
attendants; also swimming tank for 
and~ Kentlenxfin. Talca Fledtnant cajc. 


F. B. MILLS IS 


BEST MAN 
AT BIRDS 


A gale of wind marked the finish of 


the Trapshooters League tourney In 
San Francisco yesterday. . 
, 


Tony Prior of San Francisco-a-nd F. 


B. Mills orsanta Ana tied in the shoot 
for the Sorenson .medal on a score of 
twenty-four, and in the shoot off Mills 
won, 23 to 22.' : 
\ 


The league handicap race 'was the 
event o£ . the day. It was a 100 bird 
contest and was won by F. Newtoert 
of Sacramento, who tied -M. O. ^Feud- 
ner on a score of eighty-one and in the 
shoot-off at twenty-five birds, the ;Sac- 
ramentan won toy four. birds. Feud- 
ner shot from the 22ryarda .rise and 
Newbert frorn the 18-yard rise. 
The Parker handicap at twenty-five 


birds was won by Tony Prior, "after 
shooting off a. tie with E. Hammond, 
Each broke twenty-three! targets In 
the flrat race and In the second Prior 
broke twenty-two. Hnrrirfihnd/^arenty- 
ona 


KLEM GROVES 


WINS THE 


FIGHT 


REDDING, May IS.—Klem -Groves of 


Willows knocked out Youngr Choynakl 
of Oakland, in the sixteenth round of 
their-battle nere last night 


The fight was good and fast and 


pleased the,spectators. . Choynslci was 
not;in the best of. shape for. the 'battle, 
and his admirers still cling to the be- 
lief that he can .beat Groves, If he 
trains properly for a battle with him. 
It'IB" ezpecfea/UjM the boys will ar- 
range a return .-maton'.:, ' 


If you once try Carter's; Little Liver 
Pills for sick headache, biliousness or 
constipation, you will never-be .wlthoui 
them 
They are purely vegetable, smalf 
and easy to take Don't forget this. 


Bilious? 
Feel heavy after 
dlnnerl 
Tongue coated? Bitter tarte? Complexion 
sallow' Liver needs waking up. Doan'i 
Regulets cure bOloui. attack*. 25 centr 
&tamr drew »'~ — 


Strieb. B . .... 
Teney, 2b . ... 
Sears. Ib . . 
Smith, rf . .. 
Arrellanes, cf . 
Krause, p . .. 
Reilly, 3b . . 
Frlene, If . ... 
Kent, c . ... 


..4 
..1 
..4 
..4 
"4 
..4 
..3 


2 
2 
00011 
0 
3 


BURNS MAKES 


HOME-RUN 


HIT 


STANDING OF 


San Jose 
9 


Sacramento 
7 


Stockton 
4 


Oakland 
2 
Alameda 
Z 
Preildlo 
1 


THE CLUBS. 
Won. Lost. Pet. 
.900 
.700 


STOCKTON IN 


FORM AT 


LAST 


.4441 


STOCKTON, May 13.—Stockton has at 


last struck It:; true gait, and yesterday 
afternoon Morelng's nine defeated Ala- 
meda by a score of 9 to 3. McHale and 


.286 j Moskimon, th< ex-Coast Leaguers, found 
.286 | tho curves of Connors to. their liking and 
• 1441 they swatted the ball all over the lot. 


i Alameda did rot field well, having seven 
The home bun of Burns, the left fielder'.errors charged up against them. Earle 


of the Presidio team, ms the feature of! was the worst offender having three er- 
.i 
v.._.,„, ,>L *>.„„<*<» _!„„ „„* rors charged to him .alone. 
the game between the Presidio nine and 
the Oakland State League team at St. 
Mary's College campus yesterday after- 
noon. Presidio won. 4 to 1. 
Bloomlleld pitched for 
the 
Presidio 
team and allowed the Oakland nine only 
four hits. 
The Presidio team touched 
Pierce up when hits were needed. The 
score: 
PRESIDIO. 
AB. R. BH. SB. PO. A. E. 
, 
4 
1 
0 
0 
- 
- 
. 3 1 1 1 
Halllna.n, rf .. 
Halloran. SB . 
Burns, it 
Burke, o 
Pair. 2b 
Rogers, ib ... 
Henno, Sb ... 
Cameron, cf . 
Bloomfield. p.. 


Totals 
33 
7 
1 '24 11 
2 


•No outs when winning run was mat 


SACRAMENTO. 


AB. R. BH. SB. PO. A. E. 


Doyle, cf . ., 
Muiler, If . , 
Bnright. Ib . 
Strub. 2t> . . 
Graham, c . 
Iverson, s . 
Hapgood, rf . 
Williams, 3b 
Brown, p . . 


Totals 


..3 
0 


...3 
1 


...4 
1 


...3 
0 
.....1 0 
...3 
0 


...3 
0 


...3 
0 


...3 
0 


2 
6 
4 37 


RUNS AND HITS BY 'INNINGS. 


1 
2 
3 
4 
6 
6 
7 
S 
9 


San Jose . . 
Base hits . 
Sacramento 
Base hits , 


0—1 
2—" 
0 0 0 0 0 1 
0 1 0 1 1 2 
0 0 0 1 0 0 . 
. . 0 0 1 0 1 0 0 3 — 6 
SUMMARY. 


Two-base hits—Eurlght, Kent. Pseney. 
Sacrifice hits—Muller, Strelb. First tome 
on errors—San Jose 1, Sacr«m«pto 
J. 
First base on called balls—Off Krauae 3. 
off Brown 1. Left on bases—San Joca 
C Sacramento S. Struck out—By Krausa 
7, by Brown'S. Double play—Enrtght un- 
assisted: Wild pitch—Brown. Time of 
game—In. 40m. 
Umpire—Arlett. Scorer 


—Mcdatcliy. 
CASTOR IA 


For In&nU u4 Children. 


Tin KtedYrc Han Always Eotght 


018 
2 
131 


0 
0 


Baney Joy was scheduled to pitch for 
Alameda, but was restrained by the Pa- 
cific Coast Liague. The score: 


ALAMEDA. 


AB. R. BH. PO. A. E. 
5 
1 
1 
1 
0 
4 
5 
01 
10 
0 
3 


Parker, rf . 


i Earle, 2b .. 
! Schroder, ss 
Kimsky, cf . 


1 Peterson. Ib 
i Ryan, 3b 
.. 


j RIderman, c 
Connors, p . 


Totals — 


Totals 
7 
4 
27 
14 


Westebere. s 
Wulzer. Ib . 
P.nssell, 2b . 
Hooper, cf . 
Ellis, c 
Radford, rf . 
Zamloek. 3b 
Lennon, Ib . 
Pierce, p 


Totals 


33 
4 


OAKLAND. 
Alt. R. BH. SB. PO. A. E. 


2 
3 
4 
4 
4 
J 
4 
4 


.31 


.30 
3 
4 24 13 


McHale. cf-' .. 
Hamilton, ss . 
Campbell, 2b . 
Moskimon, p . 
Henderson, If 
Brady, Ib 


t Morrison, rf . 
Ingalls, rf 
Joyce, Sb 


STOCKTON. 


AB. P.. BH. PO. A. E. 


* I Conracl, c 


Si 
Totals , 
RUNS AJTO1 


85 


HITS 
2 3 4 


0 
63501'00 
2 
0 


9 27 17 


8 » 


3 27 10 
21 
SUMMARY. 
Home run—Burns. Two-base hit—Hal- 
loran. Struck out—By Pierce 8. by Bloom- 
field 5. First base on called balls—Off 
Pierce 1 off Bloomflcld 3. Left on bases 
—Oakland 3, Preeidio 7. Double play— 


Alameda ....1 0 2 0 0 
Base hlts...l 0 2 0 1 
Stockton 
6 1 0 0 1 
Base hits/. .3 1 1 0 1 


SUMMARY. 


Stolen 
bases—McHale. 


o— r 
o— 4 
•— 9 
•— I 


Morrison 


Pierce 1, Blooinfield 3. 
1 hour JO minutes. 
Scorer—Thompson. 


Time of 
.. 
Umpire—Conway. 


TARS HAVE A 


FINE DAY'S 


SPORT 


Yachtsmen of the bay cities had a 
busy day yesterday, and very few of 
the crafts remained at their moorings 
during the day. 
The Ideal weather 
conditions prompted the- tars to take 
cruises to familiar points around the 
bay. 
' 


When your Mver u inactive, when 


TOO MB 4tall mm& droirsy br «ar-*a4 
rtttlM* mt nicht. tain tjutff 
BttMn. 


hits—Hamilton, Eearle. Two-base nit«— 
Joyce, McHale. CampHeil. 
Thifee-bsj»» 
hit—Moskimaii. First bs«« on •Trors— 
Alameda 6. Stockton 4. Left on basis— 
Stockton 8, Alameda C. Struck, oat—Br 
Connors 2. br Moskiman 1. First bas« 
on called balls—Off Connors 3. Hit by 
pitched ball—Peterson, McHale. Time of 
ERme—i hours 32 minutes. 
Scorer- 
Davis. Umpire—Jacobs. 
P E T A L U M A 


NINE LOSES 
TO RELAYS 


Pt,TALUHA, May 1!.—In a 


played here yesterday the Relays de- 
feated the 1'etaliima nine by a SCOT* 
of « to 1. Goldstein's pltchlas; was th* 
*•«*••— 


MONDAY EVENING, 
OAKLAND 
MAY 18, 1907. 


SAN 
FRANCISCO, May 
IS.—The 


crowd somewhat Interfered 
with the 


smoothness of the occasion. 
But no 


great interference 
was 
encountered. 


The track was gotten Into almost per- 
fect condition by the custodian, Hans 
Frellaon, and 
some fast 
time 
was 


macio. 


The best race of the day and which 


was the most interesting to the spec- 
tators was the free-for-all pacing, the 
third event on the 
card, which was 


new three-quarter mile track at the i carried 
oft by 
Al Hoffman's 
little 


Stadium in 
Golden Gate Park was 
erven a very auspicious opening yes- 
terday forenoon, when the San Fran- 
cisco Driving Club held its matinee. 
Four races were decided, and two o£ 
them were very evenly contested. 


A large crowd gathered to witness 


the opening, and because of the lack 
at policemen, who were doing 
duty 


chestnut mare, Kitty D., the favorite. 
Three heats were required in this race 
and the little mare had to extend her- 
self to score a .victory Irom Clara L. 
and Kins: V. 


In the first heat Mr. Hoffman drove 


gelding, King V., finished — second In 
three heats and Clara. L., after win- 
ning the first heat, could not do bet- 
ter than thirfl in the next two. 


Another good race was witnessed in 


the 2:25 class pacing, although Luke 
Morris' sorrel gelding, Little Dick, won 
the event In two straight h.eats, the 
best time being 1:45. This win was 
one of the surprises of the day, for the 
little 
gelding is practically a green 
Billy 
Hamner's bay 
gelding, 
. 


Colonel C., showed up well and pulled 
down second prize, but was 
closely 


pressed by Cochrane's bay mare, Lady 
Falrose, who was given third place. 
The 'brown stallion, }Ston 
Vale, and 


the 
brown 
mare, Bessie 
Sv, were 


fourth and fifth. 


The 2:40 class brought out a good 


..,„ ........ and she 
was beaten 
by horse in Prince H., owned by Henry 


Schwartz's bay mars, Clara L. Victor Hclbush, which led the field all 
the 
way round and was an easy winner. 
The three-minute class was competed 
Veiilhar drove the mare In the next 
two heats and she won two straight, 
her best time being 1:39 1-2 for the 


down town 
on the car 
strike, the three-quarters. 
Jim O'Kane's brown 


by green horses and nothing 
excep- 


tional developed. 


Ready Reference Guide of Oakland, 


Berkeley and Alameda Firms 
c^ 


(ACCOUNTANT. 
FIRS 
INSURANCE AGENCIES. 


HARROLD BVERHART, 217 Bacon Blk. , AETNA INS 
CO.. 1070 Broaclrvay. 
^^^ 
, ,- 
' R. II. MAUILL, Old Broadway. 
.ACIDS AND LAUNDRY SUPPLIES. 
j. H 
CLAY g. 'COi 4CC Tentll. 


J. W. HELMKB. 1501 Broadway. 


ARTIFICIAL LIMBS, BRACES, 
ETC. 


DICKSON & BULL. 608 Telegraph. 


ART PICTURES AND FRAMES. 


RABJOKN- & >IORC01I, 403 14th 
OAK. ART & FRAME CO., 3% San Pablo. 
OPFIEL-U'S, 2P3>] Shflttuck. Beikoley. 


AUCTION 


J. A. JIUXRO 


, AND 
FURNITURE. 


& CO., 1005 Clay st. 


AUTOMOBILES. 


GEO. P. MOORE CO.. 231-2T3 12th. 


AWNINGS, TENTS AND COVERS. 


T. PAHL & CO , S64 Clay. 


ABSTRACTS OF TITLE. 


ALAMEDA COUNTY ABSTRACT CO., 


6TOCKER & HOLLAND CO., 80S Bdwy. 
OAKLAND TITLE & ABSTRACT TO., 


956 Broadway. 
_. 
THE REALTY TITLE CO.. 
(106 Bdwy. 


H. D. HUNTER & CO.. 473 Hth. 
J H. TROT, 4S4 llth. 
PACIFIC COAST INS. AGENCY. 
San Pablo. 


FLOUR AND FEED. 


J C. WESTPHAL, & SONS. 1ft and Clay. 
SPERRY FLOUR CO . 1st and Clny. 
VT. SAGEHORN. 4G9 Gth. 
TL GOULD & CO., -1th ,md Washington. 


FOUNDRY AND M A C H I N E WORK. 


UNITED IRON WORKii. Mand Jcfferaoa 


BANKS 


UNION NAT. BANK., 12th & Broadway. 
FARMERS & MERCHANTS' SAVINGS 


BANK, Eroadwav & 12th. 


FIRST NAT. 
BANK. llth & Brna.d*ay. 


CALIFORNIA BANK, 14th & 23d ave. 
STATE SAV. BANK, 13th & Frjnfclln. 
BERKELEY NAT. 
BANK,, Bcikcles. 
UNIVERSITY SAV BANK, Berkeley. 
FIRST NAT 
BANK. Berkeley. 
WEST BERKELEY BANK. \V Bertolfy. 
SOUTH BERKELEY BANK. S. BerKe c.v. 
HOMESTEAD LOAN ASSN., Berkeley. 
BANK OP AL.AJIEDA, Alameda 
CITIZENS BANK OF ALAMEDA, Ala. 
OAKLAND BANK OF SAVINGS, cor. 


32th and Broadway. 


BANK AND STORE 
FIXTURES, 


S, H. WILSON & SON.. 1064 Franklin. 
LAUGHLAND 


Broadway. 


& SCHNEBLY CO., 1443 


BINDERY 
AND 
PAPER 
RULING. 


OAKLAND BOOKBINDKRY (Inc ), 363 


10th St. 


BAKERIES. 


HAMPEL'S BAKERY. 761 East 12th st. 
IMPERIAL HOME BAKERY. 539 llth at. 
C\PE ANN BAKERY. 57» 12th st. 


FOUNDRY WORK. 


PHOENIX IRON WORKS, 1st & Caitro. 
EMPIRE FOUNDRY CO., 3d & Wash. 
HATS, CLOTHING & HABERDASHER. 
O. Jt. BENNETT, 2114 Shattuck. 


OFFICE SUPPLIES. 


SMITH BROS , 35th near. Broadway. 


OPTICIANS. 


KITTREDGE, 1170 Broadway. 
CHAS. H. WOOD. 1163 Washington at. 


PAINTS AND OILS. 


BAYSIDE MFG. CO.. 920 E. 12th. 
W. P. FULLER & CO., 412 Mth. 
JAMES CAHILL & CO., 403 12th. 
P N. KDSS CO.. 3235 Broadway. 
JAMES K. HOUCK, lift! E Mth. 


FAST HOUND 


WINS 
THE 


RACE 


The stiike had little effect on the at- 


tendance at the coursing meet in San 
Francisco yesterday and a large and en- 
thusiastic crowd journeyed out to In- 
gleslde to witness the day's sport. Jml 
Lamb won the special event from Dan 
Finnepan. Results: 
Open stake, first 
round — Honest Girl 
, 
beat Irma. Hotfoot, Princess Savoy beat 
Kerry 
Fiddles,Pippin 
, Kee 


, 
in, Golden Flower beat The 
psake beat Queen Beauty, 
, 
Nathan Ekato. beat Stanley, R. Ponfceme 
beat Dun Boy, Blooming Dutchman beat 
Meda Madam Dunyea beat Mabel S.t 
Young Johnnie beat Golden Feather, Syra 
Alto beat Iron House, Sebastopol beat 
Sunny Shore, Nora Alto beat Tom Fitz. 
Miss Flora beat Renegade Apache, 
Ml 


PAPER, TWINE 
AND 
CORDAGE. 


OAKLAND PAPER CO., 1012 Broadway 
A. ZELLERBACH, 514 llth st. 


PAVING. 


THE WATSON ROOK CO., 427 15th. 


PHOTO STUDIOS. 


EBLLB-OUDKY'S 
STUDIO, 
Abraham- 
son's store. 


Amlgo beat Little Wedgewooi Onon- 
daga beat Wild'Mamie, Mr. Lonjers beat 
Mr. Blue, The Mist beat Miss Erollv, 
White Rogue beat Presto, Eilbe Royiu 
beat Choo Choo, Curry beat Raby Aurora, 
Sanserman beat Mt. Eagle, Argyle's Beist 
beat Four Paw. Dan Finnegan beat 
Hocked Asleep, Huron beat The Roman, 
Jim Lamb beat Ottawa, Wild Turkey 
beat Mr. Brlndle, Wu.Ua Walla beat wild 
Gus. 
Friendless Boy beat Foxhunter, 
Second 
round—I'rincess 
Savoy 
beat 
Honest 
Girl, 
Keepsake 
beat 
Golden 
Flower, Nathan Skate beat Pongenie, 
Madam Dnuyea beat Blooming Dutch- 
man. Youns Johnnie beat Syra Alto, Se- 
baatbpot beat Nora Alto, Miss Flom beat 
Mi Amlgo, Mr. Lonjers beat Onondada 
The Mist beat Whild Rogue, Eilbe Royal 
beat Curry, Dan Finnegan a bye, San- 
permaln withdrawn; Argyle's Best beat 
Huron, Jlrn Lamb boat Wild Turkey, 
Walla Walla beat Friendless Boy. 
Third round—Keepsake beat Princess 
Savoy 
Madam 
Dunyea beat Nathan 
Skate, Young Johnnie beat Sebastopol. 
Mr. Lonjers 
a 
bye, Miss Flora with- 
drawn; Dan Finnogan beat The Mist, Jim 
Lamb beat Eilbe Royal, .Walla Walla beat 
Argryle's Best. 
Fourth round— Keepsake beat Madam 
unyoa, Dan Finnesan beat Young John- 
nie Jim Lamb beat Mr. Lowers. 
' 
Fifth icund—Dan Finnegan beat Keep- 


sake, Jim Lamb a bye. 
Final—Jim Lamb beat Dan Finnegan. 


Amateur Notes. 


We would like, to announce through 


the columns of your paper that th« 
Young: Bogies played a tic p»me last 
Saturday with the Liberty Stars. The 
Liberty Stars are a young bunch of 
hoodlums and we advise all oth'-r 
teams to beware of them. Last Sat- 
urday week we defeated the Young 
Nationals by a score of 5 to 3, and 
we would like to hoar from any team 
age average 12 years or under. The I 
Young Eagles have an open date next i 
Saturday and would like to hear from I 
some team. 
We also have another' 
team, age average IS. 
Address all | 
challenges to Royce Haswell, 
486 ' 
Sherman street, Oakland. 


K1LRAIN NOW 


ONE OF THE 


FINEST 


BOSTON, Slay IS.—Jake Kllrain, one- 


time aspirant for the world's champion- 
ship honors In . the _ heavywe_lsrht_ division. 
has b*«n appointed a special policeman 
by Mayor Grimmons of Soroervllle. 


May 13.—Joe Thom- 


as, welterweight champion of the world, 
13 to meet tough Tommy Sullivan of 
Lawrence, at the National Athletic clubj 
next Saturday night. 


PRODUCE MERCHANTS. 1 SCIIARZ STTJDTO, Delger Bide. 
'I & CO. 302 llth st. 
F. A. WEBSTER, 1111 Washington. 


FRUIT AND 
HUNT, HATCH ,„ ^~., 
__ 
OAKLAND FRUIT & PRODUCE 
CO., 


311 llth st. 


FOSSINC* &. GALLAGHER, 470 llth St. 
PHILLIPS & I/EISZ, 337 12th st, 
DI'ODELL & WOODS, 3H llth St. 
SAX FRANCISCO PRODUCE CO., 300 


llth st. 


FRUITS "PRODUCE, POULTRY. 


MERR1AM CO., 14 Telegraph. 
E 
D MErSSNER, 2501 Bancroft. Berk. 


M. BARNETT CO., IHh-st Market 


PIANO 
DEALERS. 


EILERS Ml'SIC CO., 1076 Clay St. 
H. 
HAUSCHILDT 
MUSIC CO., 
Franklin st. 
TUFI'RIt & REED. 2H6 Center Bt. 
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PICKLES, 
SAUCES 
AND 
VINEGAR. 


CALIFORNIA PICKLE & SAUCE CO., 


1st and Webster. 


FURNITURE. 


BERKELEY FI'RN. CO., 2173 Shattuck. 
DITRGIN-GOMPERTZ CO, S1SO Shattuck 


Bt ikrlev. 
A. KTST," 2316 Snnta Clara, Alameda. 
C. W. KIXSKY. 527-520 12th 


GLASS. 


L.N.COBBLEDICK Gl'esCo., 713-714 Bdwy. 


GROCERS' SUNDRIES, SALT. 


WATERS BROS., OC7 WeOFter. 


PICTURE 
MOULDINGS & 
FRAMES. 


SMITH BROS. 13th nr-ar Broadway. 
E J. SAAKE 3-13 Telegraph. 


POULTRY AND GAME. 


FRED W. DIEIIL, 401 llth. 


PRINTERS. 


HANCOCK BROS.. 413 10th St. 


BOOKS, BIBLES, STATIONERY. 


JENNINGS & GRAHAM, 2490 Sh.ltl.uck. 
SMITFT BROS., Uth near. Bioadivay. 


BOOTS, SHOES AND RUBBERS. 


O<\K SHOE HOUSE. 10o8 Washington. 
DELANCi:\'. E?PE,IO CO. 475 l^th. 
F. 83NRAJI & CO.. 10C3 Broadway. 
SCHNF.IUEH'd SHOK STORE. iX Wash. 
SAVOY srro"! STOKE. 1016 Washington. 
M, STEINBERG (Slmonn). %"- Wash. 
INGALLS SHOE CO.. 21% Shattufk. Bkly. 


f.OCERIES. 


H. D. CUSHIWG. 528 13th 
G. A RUSSELL, 406 14th. 
ELLl'OTT-DIEHL CO., 11)12 Clay. 
MAX C. SCHULZE, Oil Washington. 
F. ANDERSON & CO . 877 Washington. 
PIERCE GROCERY CO., 301 B. 12th. 
I 


i BERN'HARD&Knckson. San Pablo£3?th 
I .1. W. PALMER & SON. Mth & Market 
i'. T. PETERSON, -145 Kan Pablo. 
HOPKINS & CO.. 23d and 14th. 
CT'MMING ft TVOODWORTH. BIB. 12th. 
FRED C KOEP.P.ER, 1"32 Broadway. 
S J 
S1I L CO , Inr . Berkeley. 
i-IE BEST GROCERY." Berkeley. 


JOHNSON GROCERY CO , Belkeley. 
T LJI.LTKNTHAL Berkeley. 
HAfCH'S 
Al.'imeda. 


BOTTLES AND METAL. 


I. 'WHITEHEAD. f,91 3-c1. 
A BERCOVICH CO.. 
?>.t> 4th. 


BREWERS' 
AGENTS. 
» 


KIRCHNER & MANTE, l«t and Tackson. 


BUTTER, EGGS AND 
POULTRY. 


C. D SMITH & CO.. 30! llth st. 
BUILDERS' HARDWARE AMD TOOLS. 
PIERC'b; HARDWARE CO . 110S Bdwy. 
WALTER MEE3E. 1014 Clay. 
SMITH BROS . 1213 Broadway. 
OAKLAND CARRIAGE Imp Co.. SK 12th. 
COOLEY Hdwr. Co . 2125 Shatturk, Bkly. 
DWIGHT 'WAY HDWR Stor?, Berkeley 
J. B. VOSBt'RGH CO. 1J31 Pail:. Ala. 


CARPETS AND LINOLEUMS. 


ANDERSON'S. 111! Broadway 
R. H. CHAMBERLAIN. 1157 Franklin St. 


GUNS 
AND 
SPORTING 
GOODS. 


LANCASTER & LANCASTER, 109 San, 


Publo ave. 


HAIR STORES. 


DIEHL'S TTAIR STORE. 528 14th. 


REAL ESTATE AND INSURANCE. 


CROWN & LEWIS, 1056 Broadway, 


i GEO. 
W. AUSTIN, 1002 Broadway. 


R. M. ANTHONY, 473 14th. 
THE ALDEN CO., 468 10th. 
HOLCOMB REALTY CO . 306 San Pablo. 
JOHN AUSEON. 1161 23d ave. 
THE REALTY SYNDICATE. 1318 Bflwy. 
HEDEMARK-BRADHOFF CO., Inc., 428 


30th. 


KREISS & HORSWILL, 1070 Broadway. 
BAY CITIES REALTY CO., 477 llth. 
KOENIG & KROLL. 878 Broadway. 
A. F. CONNETT, 1068 Broadway. 
A. O. RICHARDS, 111 San Pablo. 
LAYMANCE HEAL EST 
CO , 4HO Sth. 


GBO. H. MORDOCK & SON, 200 Bacon. 
HENRY Z. .TONES (owner). 458 9th. 
METROPOLIS IMP. CO.. 1321 Bdwy. 
M. T. M1NNEY. 1059 Broadway. 
STEWAHT & BfiOWN, Inc., 948 Bdwy. 
D F. MINNEY, 422 llth. 
THE LLOYD & STEIN CO., 458 9th. 
F. F. .PORTER. 406 Sth. 
J 
TYRRELj 1010 Broadway. 
TITUS & HATHAWAY, 1266 Broadway. 
TAYLOR BROS & CO., 1236 Broadway. 
THE WOLCOTT-HOUGH CO.. 952 Bdwy. 
WOOD, MACDONALD & WOOD. 6 Tel, 


HARNESS 
AND 
SADDLERY, 


ADAM KELLNBR, 2188 Shattuck ave., 


HATTERS & HABERDASHERS. 


MARSHALL STEEL CO , 2124 Center. 


HAY, G R A I N , WOOD, 
COAL. 


STOER WAREHOUSE CO , Emeryville. 
COCKERTON & NASH, 927 San Pablo. 
WM 
PETEKSEN, 1130 TS llth 


IT W KOERBER 2112 SAtita Clnra Ala 


HAY, 
G R A I N AND M I L L FEED. 


HALL WAREHOUSE Co . 1st & Franklin 


REAL 
ESTATE—ALAMEDA. 


ALAMEDA LAND CO., 141S Park. 
CHAS. ADAMS & CO.. 1224 Lincoln. 
HAMMOND 
& HAMMOND, 1(22 Park. 


MILLER & BANTA, 1424 P.xrk St., Ala- 


meda 


SCOTT & JUDD, 1343 Park. 


THK CURTAIN STORE, 1U,> and Fran.: j THE 


ICE CREAM MANUFACTURERS. 


YE LIBERTY CANDY CO., 1214 Broad- 


way. 


CARRIAGES 
AND WAGONS. 


COAST CARRLVGE CO., 12th and Jack- 
JOSEPH'PIEROTTI & soxs co., sa ar..i 
Franklin sts. 


ICE AND R E F R I G E R A T I N G M A C H I N E S 
UNITED IRON WORKS, M and Jefferson 


IRON WORK. 


B\Y CITY IRON TVK3., 3d & Wash. 


PIONEKR CAR. Factory. Sth & Franklin. | WPIITE ORNAMENTAL IRON CO, 277 


CENTRIFUGAL 
PUMPS. 
j 
10th 


UNITED IRON' WORKS. M end Jefferson 


REAL 
ESTATE—BERKELEY. 


IcDtrrFIE CO,, Shat. & Adnsn. 
CORYEI,!,, HACKLEY & YOUNG, 2142 


Shattuoh. 


R. G rtATjSTON, HOT Addlson. 
FBRRMSR-BROCK CO., Inc. 2121 Shat. 
R. A. BERRY & CO., 2148 Center. 
H. A. JOHNSON-CRANE CO. 2139 Cent. 
THE 
KTCII/LING CO . 2172 Shnttuch. 


13AILEY-DODGK CO., Inc., 
2131 Slmt 


JI'STBR Sr BilRD, 2177 Shattuck. 
SMITH & CO . 1470 Shnttuch. 
FRANK II MAY 
21<1B Center, 


ROGERS REAI/TY CO 
2165 Center. 


P.EED REALTY CO., 2075 University avo. 
H. D. IRWIN, 32M Adeline, 5033 Shat. 
DoKAY fi- CO.. 2505 Shattuolc. 
FISCHER BROP CO., 2190 Shattuoh. 
W. J. MORTIMER & CO.. 2117 Center. 
JOHNSON-BULLARP 
REALTY CO., 


3324 Adeline. 


MoLAUGHIJN-DRIGGS CO. 3041 TJlllT. 


C H I N E S E 
AND JAPANESE 
BAZAAR. 


"WING CHUNG LUNG & CO., 11C3 Wash- 


ington. 


CLOAKS AND SUITS. 


CAL. OUTFITTING CO . 12th & Clay. 
A. 
SHAFRAN. 459 13th. 


TOGGERY, llth & Washington. 
COSGRAVES. IL'th & Franklin. 
EASTERN STAR CJLOAK [Touss. 5W 13th 


COFFEE & SPICE 
MILL. 


MONARCH CO., 6th & Clay- 


COIN OPERATED MACHINES. 


8TOLL & AI.KXANDER, 413 10th. 


CORSETS, 
MUSLIN, U N D E R W E A R . 


CRESCENT CORSET CO.. 4G3 13th St. 


CUTLERY AND 
BARBER 
SUPPLIES. 


BKCKCL & FRESHER, 471 10th St. 


W. N 


JEWELER. 


JENKINS, if.,7 Broadway. 


KODAK PHOTO SUPPLIES. 


R. A. LTCET it CO.. lilt B-oadway. 


LAUNDRIES. 


FRENCH UNION LAUis'DRY, 841 I3a- 


bolla. 


WITCTE STAR LAUNDEY, 1471 Broad- 


way, 


FUJI r A MA L AUNDRY. 431 2Cth. 


LIME, C E M E N T AND PLASTER. 


EMPIRE PLASTER CO , Adams wharf. 
WESTERN BUILDING MATERIAL CO., 
lat j.ncl Maiket sts. 


LUMBER a MILL WORK. 


ZENITH MILL & LUM. CO.. 1061 E. 12th. 


I F. W. FOSS CO., 2181 Shattuck, Berkeley. 


DIAMONDS, WATCHES, JEWELRY. 


H. MORTON, 1109 Broadway. 
GEORGE FAKK, 1113 Bioadway. 
A. SJGWART, 1105 Washington st. 
HANSON - PEAHCE 
JEWELRY CO.. 
Berkeley. 


COIIN JKWELRY CO, 2131 Center St.. 


Hei ki'ley 
ARTHUR O. GOTT, 1363 Pork st., Ala- 
tnc'lg. 


DOOR, SA'SH & M I L L WOF!K. 


RBDWOOP MFG. CO., 1st & Alice 
' ~ 
"DRAYMAN. 


JAMES IIENNEBERRY 
428 6th. 


LOAN 
OFFICES. 


LIBERAL loans on diamonds, jewelry, 


sealskins, furs, ladies' and gents' fln 
clothing, etc.; banking rates; ladles 
private offices we have fire and burglar 
proof vaults on premises.' Callfornla'r 
largest pawn biokers. 
OOLDWATKR'S LOAN OFFICE. INC., 
841 Broadwav, between (Ith and 7th sts 


RESTAURANTS. 


OWENS & STARR, 464 12th St. 
NfVW GAS KITCHFN. 510 33th St. 
»T,priA DINING ROOMS, 072 Broadway. 
FAT.ACE BAKERY, 1012 Washington St. 
COTTAGE RESTAURANT, 471 10th at. 


ROOFING. 


THE WATSON ROOF CO , 427 15th. 


RUBBER STAMPS AND STENCILS. 


M. P. CIIRIfiTENSKN. 475 llth. 


RUBBER 
GOODS. 


GORHAM RUBBER CO., 4th and Wash- 


_ 
SEWING P/1ACHINES. 


E. L. SAROENT, 531 12tli. 
P. S. PRESCOTT & SONS. 1056 Waah. . 
WH1TT5 S15WINR MACH CO , 470 llth. 
SHEET METAL—PATENT CHIMNEYS. 
YAGER SHEET METAL CO.. 1006 7th. 


SOUVENIRS. 


HOWARD'S, 1251 Broadway. 


STAIR 
BUILDERS. 


J. M. COATES & CO., 526 2nd. 


STATIONERY. 


R. A. LE1DT & CO.. 1111 Broadway. 
nr-ar. Broadway. 


I 
L U M B E R 
DEALERS. 


I HOGAN Lt'MKER CO., 1st and Alice sti. SMITH BROS.. 13ttl 
jHODnE fc COLLINS, lain St. and 18th 
• 
STOCKBROKERS. 


Pl'N'Sf.T LUMBER CO., Ibt and Clay sts. ROBERT ROMER ife CO . 105° Broadway. 


DRUGS, PRESCRIPTIONS. 


EOERICKE & RUNYON CO.. 401 12th. 
AVENUE: DRUG STORE, inn s\n Pablo 
W R, POND, Center & Sh.'rtuck. Berk. 
R. L. REED, 2J24 Telegraph, Berkeley. 
F. BINDER. Prrk, Alpuiecla. 


MACHINISTS. 


ECKLAND & LINCOLN. 2d & Castro. 
SCOV1LLE IRON WORKS 2d & Bruah. 


MANTEL, GRATE AND TILE. 
WILLS. 617 San Pablo. 


DRY 
GOODS. 


J. F. 


LOEWE 
J. 
R. 


MEAT MARKETS. 


CALIFORNIA CO-OPERATIVE CO., 


12th St. 
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TALKING 
MACHINES. 


•COLUMBIA 
PHONOGRAPH CO., 


13th 
st. 


FRED BECKER CO., 008 Washington st. 
CriAICLEV BROS. 600 14th St. 
V -HTNK & SON 
BoikPlev 
COAICLEV BROS. 600 14th St. 
O DONOGIT. 2213' Shattue!;',' Berkeley, j DOUGLAS & RETTIG, Cliy-St. Market. 
OEWE & W1LKENS. 
1_33U P.lrk. Ala. I HgNRY_ STEINBECK. X Telegrayh aye. 


DYEINQ AND CLEANING. 


MERCHANT TAILORS. 


- ! BYRON RUTLEY, VTasnlr.ston & 14th. 


(JOHN J. ANDERSEN,_iq 10th. 
, 


JOHNSON 970 Wn-ihirgrton. 
PAiJTORIUM. 2120 Center st , Berkeley.' LANCASTtlR & RKHOR, 9CO Washlnprton. 


ELECTRIC AND GAS FIXTURES. 


CO\ST ELFCTRIC CO.. 312 Sar, Pablc. 
JENKIN FIXTURE CO., ill 20th St. 
THOMPSON MFG. CO.. 365 12th bt. 
J. A RYMER. UTS 23(1 a-, e 
STVTK ELECTRIC CO.. 12S Telegraph. 


MILK, 
CREAM 
AND 
BUTTER. 


OAKLAND CREAM DEPOT, Telegiaph 


and ISih. 


CENTRAL 


. ferson. 


MOTORS,'JERSEY MIL* 


Broadway. 


STORAGE & DRAXMEN. 


HALL WAEEHOUSE CO., 1st & Frurk. 
LTON STORAGE CO., 510 12th. 


STOVES fi. KITCHEN UTENSILS. 


DRIGGS-BUTTKRFIELD CO., 2008 Shat 
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OAKLAND 
GRAPHOPHONE CO., 472 
:uh st. 


TITLE 
INSURANCE CO. 


CENTRAL TITLE INS. CO., 808 Bdwy. 


TRUNKS 
AND 
BAGS. 


OAKLAND TRUNK FACTORY, 66 San 


UNDERTAKERS. 


ALBERT BROWN CO.. 570-iS 13th. 
JAMKS L. M'CARTHY, 801 San Pablo. 


CREAMERY. 12th and Jef- 


& BUTTER 
CO., 
ELECTRICAL SUPPLIES 
CC^T FL^CTRIC CO, 312 San Pablo.. 
— 
OAKLAND ELECTRICAL CO.. 
4fti 12th. I MODEL CREAMERY CO., Inc., 326 SarT 


" 
ELECTRICAL CONTRACTORS. 
Pab'°' 


ELECTRIC MOTOR CO.. 1306 Clay. 


WINDOW 
SHADES. 


R H CHAMBERLAIN, 1157 Franklin st 


1751 j JAMES CAHILL & CO.. 40i> 12th Bt. 


ENGINES 
AND 
BOILERS. 


TINITED IRON WORKS. 2d and Jefferson 
" 
EXPRESS 
COMPANIES. 


PEOPLES' EXPRESS CO., 412 8th St. 


RREPROOF READY ROOFING. 


MILLINERY. 


WILLIAMS. 1009-11 Washlnstonst. 


^ MILWNT3HY. 115, Washiuston. 


BRIdGS?' 4l>0 llth'st.' 
' 


FLORIST AND 
SEEDSMAN. 


J. SEULBKRGER. U4 14th. 


FISH AND OYSTERS. 


F. T. EDWARDS CO.. 912 Washington. 
LOUIS LAQORIA. 13tb 


[PAC._COAST l.'ir.i.,i-ilill Co, M & Grove. 


j 
MONEY LOANED 
ON 
JEWELRY. 


(AMERICAN JEWELRY CO., 803 Bdwy. 


BARNEY'S LOAN OFFICE, 865 Bdwy. 
OAKLAND JEWELRY CO., 104i Wash- 


ington St. 
J. TREAGER, Jeweler, S3S Washington. 


W1NES AND LIQUORS. 


GAVELLO & RI8I, 864 Broadway. 


Bin corns 


THE KANOICAPPER. 


Room 1, 
Tribun* Bldg. 


Eljtilh Street near Broadway. 


WIRE WORK. 


WHITE ORNAMENTAL, 1BON CO., 277 


10th. 


WOODENWARE. 


UNION BUND & LADDER CO., 
INC., 


2313 Pcndta. 
WOOD PULLEYS AND SHAFTING. 


t-'XITED IRON WORKS, gfl and Jegerson 


WOOD 4 WILLOW WARE, 


F. B. DALLAM CO., Inc., 5SO llth, 
PAC. 
TVOODENWARE & PAPER CO., 


SM Washington. 


FOR LOCAL 


CLUB 


With no car strike or other hinder- 


mice to inconevnlence the boxing fans, 
there is little doubt but that they will 
turn out in large numbers to wit- 
ness the list of boxing contests to be 
held at the Reliance Club tomorrow 
night. 
The card is an exceptionally 


strong one and. has appealed to the 
fancy of the followers o£ the four- 
round game very strongly. The three 
main events will in each contest bring 
together boxers who are anxious to 
make good for more reasons than the 
lact that they will receive the long 
end 
of the purse. 
In the 
Danny 


Lewis-Jack Ennis bout Lewis la mak- 
ing his second appearance in Cali- 
fornia since coming here from Wash- 
ington, D. C, In his first Btart with 
Jack Brown he gave evidence, of being 
a fast, hard-hitting lightweight. Be- 
fore matching himself with any of 
the professionals it is Lewis' inten- 
tion to.prove to the skeptical fans that 
he has the ability to cope with tho 
very best in his class, and wtih that 
Idea ho has matched himself with 
Erinis, who has been out of the four- 
round game for some time. Ennis is 
returning 
to the four-round 
game 


with the intention of cleaning up on 
some of the best boys in his class and 
like Lewis, has more at stake than 
1he purse. Kid Lafayette is a lighter 
who will enter the ring filled with 
confidence and ambition and If hard 
consistent fighting will help him he 
will give Jerry Fairbanks, We op- 
ponont, a run for- his money that tho 
boss 01' the newsboys will remember 
Jerry is one of the best left-hand hit- 
lers 
in the game 
at present 
ant 


Lafayette will no doubt have con- 
siderable trouble getting inside his let 
leads. Jim Horner is more than con- 
fident that he will prove the master o 
L. Lander, who he meets In the third 
main event. Horner and Lander me 
once before at Los Angeles and after 
six rounds Lander was awarded th< 
decision. Horner has never felt satis 
fled and it was at his special reques 
that he was matched wtih his old 
rival. Frankie Smith and Fred Mur 
phy will clash in the special event 
and the show will be opened with 
two good preliminaries. 


THE RELIANCE 


NINE LOSES 


GAME 


One of the fastest ball games of th 


season, resulting In a score of two t 
one, was placed Sunday between th 
Fruitvalo and Reliance Athletic Clu' 
teams, the latter having tha losim 
score. 
Despite the fact that the Re 


llance lost the game the boys feel we 
stlsflefl, as this la the second game th 
team lias played this season and th 
members have scarcely had an oppor 
tunlty of acquiring proper team work 
On the other hand, the Frultvale ag 
gregatlon had played thirteen game 
prior to this one and while It has re 
malned undefeated, has never com 
nearer to meeting Its Waterloo than o 
thL<= occasion. 


"Red" Davis, the long shortstop c 
the Reliance Club with his heavy hit 
ting1, succeeded in making a couple c 
two-baggers and one throe base tit an 
caused the Fruitvale twlrler to alrco: 
succumb to an attack of heart fallun 


Pat Patten, pitcher for the local taon 


an eastern ball tosser of much experi 
ence, Itept the opponents guessing wit 
outdrops and in-shoots, striking ot 
eleven Fruitvale players. 


Catcher Harry McDonald played 


nine inning game without an error an 
demonstrated the fact that he is ther 
The balance of the team played a goo 
game throughout, but were hampers 
by the fact that the diamond was cov 
ered with gr/iss and they were wlthou 
spiked shoes, their suits not having ye 
arrived. 
The Fruttvale men put up a 500 


game and won it fairly, but under mo 
auspicious circumstances would In al 
probability have failed to defeat the 
Reliance 
Club, which, with a little 


more practice, will prove one of the 
hardest aggregations In the field this 
season. 
Captain Frank McDonald has 


shown his ability to gather about him a 
strong bunch of players and hold them, 
which is not always the easiest thin? 
In a club team. 


MADE MISTAKE. 


Gunner—T«a, the 
women mobbed 


old Foggman. 
^ . 
euyer_Mobbed 
him? 
Why, J 


thought ho as a suffrage advocate and 
said he would like to see women in 
plain 'offices. 
Gunner—That's what ha Intended to 


say, but h« made a mistake and said 
he would like to see plain women In 


I TOLD YOU!!! 


I would hand out the real dope. 
Saturday I gave to win and win 
only: 
YELLOWSTONE 
PAL 
BYRONERDALE 
SIR BRILLAR .. 


5-1 
5-2 
... .8-5 
5-2 


MY INFORMATION RECEIVED 
DAILY AT 11:30 O'CLOCK. 


_My Handicap 


Including My Best Two Bot* $1.03 


Office hours: 11:30 to 12:30. 


TERMS, $1 A DAY 
$5 A WEEK 


Men Cured 


For $7.50 


In any uncomplicated case. 


PAY WHEN CURED 


CONSULTATION 
FREE 


We cure "Weakness." Varlcoeols, 
Stricture, Blood Poison. Prostate, Kld- 
Sey Bladder, Chronic and Nervous 
Diseases. Twenty years' experience 
In the successful treatment of Special 
Diseases enables us, with our Improved 
methods, to cure cases that others can 
not cure. That Is why we have the 
'areest practice. All burning, itchlnsr 
and inflammation stopped in 24 hours. 
Running sores and discharges perma- 
nently healed. 
Honest and skillful treatment—posi- 


tive cures our motto. 


Hours. 10 to 4 and 7 to 8 p. m. 


Closed Sundays. 
Drs. Boltey & Lobay 


1 ftl & Washington St 
IVrAO 
Cor. nth, Oakland. 


THE UNITED PHYSICIANS AND SURGEONS 


517 23d ST., Near Telegraph Ave., OAKLAND, CAL. 
Doctors That Can Cure 
SICK MEN 


ARE YOU suffering from early Indiscretion, serial 
weakness, sperma- 
torrhoea, kidney, bladder or prostatlc troubles, specific blood diseases (sypniuw. 
strictuie, varlcocele, gleet, gonorrhoea or any other complicated, long aiana- 
Ing, deep-seated disease? 
II so — 
... 
ARE YOU aware that nine out of every ten cases treated by old pre- 


vailing methods ar«NOT CURED, BUT BECOME CHRONIC, and th« or- 
•"So"™? KNOW thoVihe7 proper treatment of men's disoaa.. retires 
a greater degree of skill <md a. much more elaborate 
equipment 
than 
the 


average physician 'Jias at his command? 
.,,,,,.1™ m- 
THEN, In justice to vourself. waste no time nor money with QuacKs or 
unrelablo "specialists, "'bnt consult us. BECAUSE WE ARE regtrtarly grad- 
uated, university-trained specialists, who have made a long special .»«•«*« 
genlto-urlnnn- and all complicated private diseases of men, and are total 
duly recognized by the highest mrdical authorities as 


THE LEADING SPECIALISTS FOR MEN 


WE MAKE NO FOOLISH PROPOSITIONS— WE DON'T PUBLISH OUR 


PICTURES— WE ADVERTISE NO "CHEAP CURES"— WE SELL NO ELEC- 
TRIC BELTS-WE HAVE NO MUSEUMS 
OF ANATOMY, 
BUT WE DO 


TH^UsISD'?OF0CoVpULfcdXTED 
CASES WE 
HAVE 
CURED 


WHERE ALL OTHERS HAVE FAILED ARE OUR BEST REFERENCES. 
OUR OFFICES are well appointed and equipped with the most modern ap- 
latest Inventions essential for the proper and 
up-to-dat* 
pliances and fho late 


EATMENT AND 
YOU MAY consu 


TREATMENT AND CURE of all special diseases ;of men. 
lt us prlvatelv In confidence, 
Tou will 
. . . 
, 
be examined In 


O^t A 


MAN AMONG MEN. 
, „ 
Our fees are moderate and within the reach of nil. 
No matt»r what your ailments are, call fr wrlto to v» today. rtatlnR 
vour capo plainly In yo'Jr own war. and receive tn« benefit of a 
modem, 
skillful diagnosis and a prompt, radical ar.d permanent cure. 
All letters 


trutlifullv answered In plfltn sealed envelopes. 
Hours— 9 n m to 9 i>. m. 
Open Sundays. 
Telephone O*klnn« 7901. 


THE UNITED PHYSICIANS AND SURGEONS 


517 23d ST., Near Telegraplj Ave., OAKLAND, CAL. 


INVESTIGATE 


<!«£ Perfected 


Methods 


FOR A 


Permanent Cure 
30 YEARS EXPERIENCE 
Consultation Free—Moderate Fees 


We Core Blood Poison, Sldn Disease. Clccrs, Sores, Strlctore, Hy- 


drocelc, Varicooele, Weakness, Lost ManVxxi, Piles, Kidney, Bladder 
and Tjiver Troubles and all Special Disease* of Men. Can and Sec Ts 
Today. 
Write us If you life out of town. 


DR. GRANT g «6 Wth st. 


Incurable Cases Not Accepted for Treatment 


HOURS: 
10-12—2-6—7-0. 


SUNDAYS 
H a. m. to 12 m. 


State Medical 


Institute 


Established tn Ostttan* *>r t*« cur< 
ng of any and tvefy Chronic Dis- 
ease that, it In'Its nature curable by 
Superior Methods of 


Treatment 


The Phy;ictan In charge, |fho 
all patient-, personally. Is a' roan 01; 
over SO yer rs* experience In the Study 
and Constant Treatment of Chronic 
Diseases ir every farm and of what- 
ever natuie In 
STen, Women 
anfl 
Children. No Physician In the State 
has had a wider or more extensive 
experience, or has attained • greater 
decree of success. 
These successful 
results are a sure indication of his 
ability. 
The list of diseases 
successfully 
treated by 
our physicians includes 


Bronchial and Luna Troubles. Asth- 
eun>atJsm, Deafness, Nose and 
Rhe 
., 
, 
, 
Throat Tiouble, Catarrh, Stamaeh, 
Kidney, Liver and Bladder Troubles, 
Heart Dlsose, Spinal Trouble, Skin 
Diseases Uleod Dlesases of any and 
every detc-lptlon. Hysteria, Epilepsy, 
Insomnia, 
Physical 
Decline 
(from 
whatever cause), Piles, Fistula and 
Kindred Rectal Troubles, Paralysis. 
Coctlvencs:, 
Nervous 
Debility, and 
Prostration. Swollen Joints, Pleurisy, 
Neuralgia, and all Chronic Trouble! 
of whatever nature. 
Consultailon at office or by letter 
always fret. 
If you live out of town 
and cannot conveniently call at of- 
fice. write us 
stating 
fully, .your 
symptoms. Our systtm of 


Home Treatment 


has 
prove n 
wonderfully 
successful, 


an<5 Tve ai vise the afflicted to corre- 
spond wit! us. Do not delay. 


INCURABLE 
CASES . NOT 
AC' 


CEPTED I-OR TREATMENT. 
If you live out 
oC thn city, writ* 
us regard np your condition* 
Pe^s 
are always moderate and may be paid 
In installments. 
Stale Medical 


Institute 


476 13th St., 


CAL. 
Hours, 9 to 4, 7 to 8. Sunday*, 10 to 1 
Dr. T. D. Hall 
Specialist for Men 


20 Years in OaKland 


Consultation 
trf». 
Museum of Anat- 
jmy. open 
dally; 


free to men. 
Quickly anfl p«srm- 
inently 
cures * •!! 


private diseases of 
.•nen. 
Gonorrhoc*. 
Gleet, 
Stricture, 
'.,„ Syphlllls, 
Sores. 
V« Swellings, 
l/nnat- 
riW arai 
Discharges. 
! Vnricocele, 
*tc, 
quickly 
oure4—re- 
tert cases in a few 


•Call or write ui. Hail's Medicinal In- 
titute, S6E Biwdway (upstairs), near 
eventk street, OaKand, 
Cal. 
Cure. 
uaranteed. Hours: 8 a. m. to » p. B). 
unrtays, 9 a. m. to 1 D. m. 


"e*u. ON J>R. JORDAN' 


OF ANATOMY 


L.. ,05< MARKCT«T«PCT 
Wn>kiH» M «nj cu.lr.cM *w»l 
positively cured 


VISIT DR. HALL'S FREE 


MUSEUM of ANATOMY 
• 


855 Broadway, near Serenth. Oakland 


Twenty Years in Oakland 


PRIVATE DISUSES OF MEN 


GONORRHOEA, OLEET, STRICTURE, SYPH- 
ILIS, SORES, SWELLINGS, UNNATURAL DIS- 
CHARGES, 
VARICOCELE, 
ETC, 
QUICKLY 


CURED. 
RECENT CASES I1M A FEW DAYS. 


Cures Guaranteed 


EXAMINATION AND CONSULTATION FDL? 


Private Entrance 4(2 Seventh St. 


Call or Write Dr. Hall's Medical Institute, 


855 Br&adway, ntar 7th, Oakland, Ca'l. 


Upstairs. 


SEND FOR FR3EB BOOK. 


•v«r forty r**ra 


OF MEN 
«rirf,pn~ij 


Trc!i.lni.Ilt|>o«i~ll!rorb>tolUr. A 
posKlvc cure in e»«T*»*«» 
*^n«"f~ b~.W. PM 
OP MAIMHAGC 


DR. TOM WA! TONG 
£13 Clav St.. Oakland. 


Ths Crlebrated Clilnes* Tes «ntf 
Herb Doctor. 


All priva'fl and clu-onic dls«e.se« of both 
sexes successfully treated. 
A EpeciaH> 
rr.acle of children's diseases, especially 
C:phtherla. 
Cure poajanteea. Examina- 
tion and consultation free. 
Hour*, t tc 


2:30 to 5 aid T to 9 p. «. 


J ANTONTJdCIO. at m 


Washington St.. OokUaC 
testifies In glowing tenwt 
of the wondoc*Ql power* of 
this Doctor, wno CUr«d hl» 
ana hl> son tn a remark- 
nblr short tlras after (Mir 
white doctors bad fail**. , 


WEAK MBIN 


DR, 
HALL'S KEINVIG- 
GKATOR ,;tops all '.osse» la 
•H hours. You -nlll feel an 
improvement from the flist 
dose. 
\Ve have sc much 
confluence In "ur tieatment 
that we <:oulcl slfely otter 
FIVE 
HUNDRED 
reward 
for anv case we cannot cure. 
This secret remefly Enlarges 
Shrunken Organs, cures Emissions, Uu- 
potency. 
Vaiicwele, 
PrematurenefcE, 


Gleet, Strictures. Kldrcj-*, Lost Manhood. 
Drains in the TJrlne ant3 all other ter- 
rible flffcEt'.njj effects of errors of youtH 
or «XC«OB; $2 per bottle; three bottles !6. 
Guarantee* to cure any 
curable casp. 
Iry it. A?t» like mafic. Can or aioi-esi 
HALL'S 
MEDICAL INSTITUTE, 
SM 
Broadway, Oftklnnd. Cal. 
Office hour^. 
9 a m. to 9 p. m.; Sundays. * a. m. to I 
p m. 


Wong Shoe 


ggl Chinese Doctor 


2^920 Harrison St.] 


Cor.9thSt.O*klu4! 


Cures eJl diseases by the n«e of Chi- 
nese herbs. 
He has been a Tlsttln* 
physician at the Oriental Dlfpentiir' 
its Saenunento street, Ean Fnnclsc^ 
•for eight yean. .Ho Is Ion» famou* 
(or the "onderta! cures ot apparently 
hopeless oases. Give him a trial. ON 
•M hour*: 10 to 12 a, m, t t* * MBf 
I to t p. m. «alljr. 
TOBACCO HABTT 
Clra«tte.^ajK^t«rtTob^cOoChewfarari 


Broductof Ujo-tajooiiE JamesSauatorium. J 
ot the physical and mental wctkn 
uiich den suffer are caused br 
tobacco. MGATONA overcomei t..-..-..- 
ire*«e*. trice, »t Kor literature address 
Mkt^JMMTOUIIM.JH« 
— 


Why do«s P«b«t «pena 


eight d*y» preparing th» 
maltT To retain all tbe 
food values of th* bar! c y 
whkh rntk. Pab»* Blua 
Eibbon Beer nonrilbiiij:. 


MONDAY EVENING, ~ - 
OAKLAND TBIBTTNE. 
MAY 13, 1007. 


Every 
evenlnq 
and 
Sunday 


morning. 
Delivered by carriers. 


65c per month, Including SUNDAY 
TRIBUNE. One year, $7.80; single 
copy, 5c. 


Entered 
at 
Oakland 
Postofflce 


as second-class matter. 


Sample copy free on application. 
Publication 
office. 
TRIBUNE 


Building, corner of Eighth and 
Franklin streets. 
Telephone Oak- 


land 528. 


Branch 
office. 
1070 Broadway, f 


Phone Oakland 767. 
I 


Berkeley 
Office. 
2133 
Center I 


street.. Telephone Berkeley 180. 
I 


Alameda office, Schneider's Sta- i 


tlonery Store, corner Park street T 
and Santa Clara avenue 
Tele- I 


'. . phone Alameda 559. 
f 


Managers 
Foreign 
Advertising. T 


Williams & Lawrence New York. * 
Brunswick Bldci.. 5th ave. and 26«h + 
at. Chicago, 1324 Marquette Build- * 
Ing; Will T. Cresmer. Representa- J 
tlve. 


TO SUBSCRIBERS. 


SUBSCRIBERS 
FAILING 
TO 


RECEIVE THEIR PAPER WITH- 
IN 
A 
REASONABLE 
HOUR 


AFTER 
PUBLICATION 
WILL 


PLEASE 
REPORT THE SAME " 


TO THE TRIBUNE OFFICE BY ., 
TELEPHONE AND 
A SPECIAL •' 


MESSENGER 
WILL 
BE 
DIS 


PATCHED 
WITH A COPY 
OF ,, 


THE TRIBUNE AT ONCE, 


TELEPHONE 


"WANT" to 
a 


Tribune 


One Cent a Word 
Each Insertion 
lines the minimum, 15c dally. 


for 


Mr. Sherman, as a matter of advertise- 
ment this week, w.ll give his celebrated 


Reading's ior 60 c^nts. 


Ne^ er bftore in the history of occult 
cionce has a man ot" Mr. Snet man's pto- 
essional standing consented to plate hia 
erUceb at the dibpotal of the public for 
such a nominal consideration. Realising 
hat thl;, city has been overrun with 
nctenduis and that many at its best clt- 
sen-s are anxious to \is>it a genuine clair- 
^Q>ant and 
paLrniat, Mr. Sherman 
has 


decided 
to plac« his consultation 
fee 


within reach ot all. 
Mr Sherman has made a life study of 


his work und. is prepared to advise you 


nd assist you, no matter what jour 


troubles are. 
In hid capacity there is no guesswork. 


Every pioceclure is definite and exact 
and tho result is certain. If you have al- 
ready made a mistake, thrown away your 
monpy and lost conndence through deal- 
ng with much-advertised and belt-styled 
palmists and clairvoyants and tneir cheap 
clap-nap methods, blare trorn the begin- 
ning- and conbult Mi. Sherman. 
He will 


ell you frankly your condition and what 
you Vnay expect 
If nothing can be done 
'or jou, he will not take one cent of 
your money. 


' All advertisements intended 
.tinuous Insertion under heading 
fUATE FOR CLASSIFICATION," 
line dally. 


con- 
TOO 
10c a 


Classified 


No Telephone Charge 


All advertisers should retain counter 
checks given, as no mistakes will be 
rectified without presentation of these re- 
"Advertisements ordered "Till Forbid- 
are accepted with the understand!™ tna 
fhey will be published until a writteni no 
tlce to atop is received at office of THE 
TRIBUNE 


ANDREW BROWN CO . printers, 
and Castro sts. la the right place 
CLEAN YOUR CARPETS 


ON THE FLOOR 
Bv Compressed Air-Vacuum System 


-Tho Oroen Wagons 
Phonp Oakland jINT^Room 1= 


If yours is a reasonable "want." 


the courage to advertise It more 
once—'f necessary. 


hav( 
thai 


JAPANESE HOCSE-CUKAMMS CO.— 


Mattings nailed, floors scrubbed, win- 
dows washed, gardens watered, otc 
Phone Oakland 65;i, 034 Telegraph are 
Oakland. 


' 


When you llnd a lost article, advert! 
,jt here—and thus restore it to the owner 
or establish vrtur own titlf> to U! 


PERSONALS 


CAROB 


Cures rheumatism, kidney and liver com 
plaint, stomach trouble .-nfl 
constipa- 


tion. Send postal lor full Information to 


•fcABOB, 129-135 Telegraph ave., Oakland 


Cal.. -with Gardiner-Mitchell Co. 


To employ one more man In your busl 
ness is to Increase your Importance i: 
this community 


PERSONALS 


Adviser 


flERMAN 


o 1068 BROADWAY, COR of 12TH ST., 
OPPOSITE NOVELTY THEATER. 


W. A. SHERMAN 
the oldest estab- 


ished clairvoyant In'California, guaran- 


i to do what other clairvoyants pro- 


ess to do. He makes no charge if you 
lo not find him superior to all other 
:lalrvovants 
' 
Positively the Only Yogi Mediator 
of Secret Influence in California. 
An Honest Proposition 
The fear of humbug prevents many peo- 


»Ie from calling upon a good medium. 
Jr. Sheiman, to prove hli clairvoyant 
Kmers, gives 


Tnis Sworn Statement to All 


He does hereby solemnly agree and 


guarantee to make no charge if he falls 


tell vour name, occupation and what 


•oil called for. 
He will tell >ou whom 


nd when you will marry and how to win 
he one you love. 


Advertisers 


By THETRIBUHE 


At it! 


They recognize its wide scope of circulation and ability to produce results. 
The appearance of THE TRIBUNE into over 40,000 homes daily will bring 


prompt and satisfactory returns on the remarkably reasonable rates in force. 


HERE IS THE PROOF OF ALLEGIANCE 
to the greatest evening newspaper on the coast. 


ACTUAL INCH MEASUREMENTS OF ADV. IN APRIL 


Inches 
Display 
Classified 
Total Inches 
Display Classified 
Total 


TRIBUNE 
• 
36,052 
15,648 
51,700 Examiner 
30,065 
22,631 
52,746 


Bulletin 
22,208 
3.258 
26,659 chronicle 
24,511 
15,251 
39,762 


fill other Oakland 
papers combined 34,769 
12,748 
47,519 Call 
23,349 
12,513 
35,862 


He does not advertise one thing1 and do 
another, buc stands ready to make good 
every line of thh» advertisement. 


He will tench >ou to fascinate anyone 
you desire. e\eu though 
thousands of 


Tiilcs away, how to make your enemies 
/our lri«nda; makes you successful 
in 


your business and positively completes 
your bu&iness in thirty-thiec days. 


His 
extraordinary powers of second 


sigrht, combined with a superior knowl- 
edge of occult torces, enables him to read 
numan life with unerring" accuracy from 
nfancy to old age 


A YOUNG man 16 to 
18 years, living 
with parents to work In grocery store, 
Pouulni Grocery 14th and Filbert sts. 


Learn "What Is Before You. 


His advice pertaining to love, law, 
business \\ills, estates, buying or selling 
pioperty, speculation, Investments, mar- 
,'iagr's, di voices, etc , is unequal eel. 
He 


eunited the- separated, causes speedy and 
t.ppy marriage w ith the one you love, 
ives truthlul re~\ elation of all love at- 
'alra, restores lost at feet Ion, settles lov- 
ers' quarrels, tells how to w in the man 
or woman you love, makes your husband 
;>r wife true to you, overcomes all ene- 
mies and make a person at a distance 
think of you, tells you names of friends 
and 
eiierniLb—who is true and \\ ho ib 


Ealse, teli.s you whom and when you will 
marry, giving names, tacts* and 
loca- 


tion, taking no fee in advance, accepting 
none unlebb satisfaction la given. 


A RELIABLE middle-aged man with no 
family; must be good, general, all-round 
man. 
Phone Oakland G9G3. 


In Confidence. 


OAKLAND WINDOW CLEANING CO 


—Special prices en weekly or montm: 
contracts foi 
cleaning \\mdows. mil 
rors 
showcases 
or scrubbing 
floors, 


neat work guaranteed 
Office 4TJ loth 
Bt. 
near Broadway. 
Thona Oakland 


37W. 


PARLORS 
COR YELL. DEE,- 


t 
MATOLOGIST 


TS1 14th st. 
Phone OakHnd 8450: hours 


ilO to 6; electric needle work done by- 
painless method; hilr, 
moles, 
warts, 


1-wrinkles red veins removed, will not re 
turn. Hair and scalp treated, complet- 
ions 
made 
beautiful 
FUS 
In childhood 
'Profession taught 
thoroughly by Mrs 


teoryell 


There Is absolutely no accurate method 
whereby he can keep the lull list of the 
wonderful 
things that 
ha~\ e been 
ac- 


complished and ure now day by day being 
brought aiouild to brighten 
the faad 
hearts of the many T\ho have been for- 
tunate though to call on him, simply be- 
cause the nature of tUt, hundreds of dif- 
terunc things that hi* wonden'ul power 
has accomplished, such as winning trie 
lo\e of your heart's desire, or bringing 
about all manner ot private affairs, 
so astounding and of such a great 


Secret nature that 
after this strange 


potter has once gained your desires you 
naturally 
feel a 
hesitancy about even 
trusting your bosorn friend, knowing that 
your guat Happiness i^ simply the cause 
ot his power, but Lhete have been many 
who, 
out of pun1 platitude and apprecia- 


tion, 
have 
allowed themselves 
to 
lay 
aside this pride of sectecy and taken him 
into their confidence ot happiness. While 
he holds all such Information secret which 
Is strlctlj 
protessionul, never revealing 


lo .L living mortal, >et he feels as though 
it is a duty to himself and to the virtues 
of the power he possesses to give you a 
little outline ot his record which has, been 
biought around (Hiring the last vear end- 
ing Un-tmbcr, 1SIOB, by him. 
let he le- 


vt.ils no names or secrets, only the bare 
facts. 


7JI marriages; 142 separations, without 


any after double, came by the mutua 
consent of opposing parties; located Ib 
burled treasures, located IS wills and 11 
deeds; success tn gaming 810 pensions, 
leunited lib separated; has helped 182 
investors; theie ha% c been 714 cases ot 
such private natme that he does not feel 
like classifying; in fact, it su£llces to only 
say there is no heart so sad or wish too 
great Lh.it voui hopes cannot be speed- 
Idly realized by tae force of this wonder- 
ful power. 


The 


"A SWORN Friend of the Advertiser" and 
makes a 'SWORN" statement of circulation 


BUSINESS CHANCES 


A GOOD paying saloon for «ale or will 
sell half; party buying must take full 
charge; present owner leaving town; 
also good rooming-house. 
Call 
524Va 


IGlh St., 9 to 11 a. m. 


Boson ess 
Menu Oely 


are desired by a large power corpora- 
tion operating In this State; none but 
those prepared to take Interest to the 
amount of $250 need apply, and must 
furnish satisfactory references. 
Steady 
employment, 
lucrative 
remuneration. 
Railroad fare free to those becoming In- 
terested, who desire to thoroughly inves- 
tigate the matter. Apply to 


THOMAS & VAHLBERO. 


957 Broadway. 


ALIFORNIA Wooa Turnlni Works — 
T»rne4 and preeied 
art 
moulOInn: 
coropoBltlon and 
plaatcr cap*, baod 
uwlnc and planlm:. *1« 24 it. Pbon» 
Oakland "651. 


BUTCHER shop; price fCOO; sales J1SUO 


monthly; stock and fixtures; growing 
district, Fiuitvale; owner retiring. Call 
3126 
Frultvale ave. 


CHANCE for good steady man to come 
in as partner in fine established paying 
business; big profits; (rood opportunity 
for right party; J500 required; money 
absolutely secured; experience unnec- 
cessary. Box 6171. Tribune. 


DO YOU WAIST 
A NEWSPAPER 


in Southern Califo'.-r.la. In one of the 
beat suburban cities of Los Angrelea Co.? 
A semi-weekly that Is making a e°oi 
thing for owner, In a first-class citrus 
and walnut section. A college town and 
residence city of highest class. 
Good lob plai.t, 
1 machine, cylinder 
press; everything first-class. Owner must 
sell account of health. 
Address for particulars 


J. C. ARNOLD. OAKLAND TRIBUNE. 
DELECATBSSEN store for sale; on ac- 
count 111 health; at a bargain; 2 years' 
leasa. 
12J8 23d ave.. East Oakland. 
F. A. BROOKBAN1C, 


470 llth St., bet. "Washington and Bdwy. 


Phone 
Oakland 4320. 
STEEL 


List your places -with me for quick results 
Have a large list of good buyers waiting; 
FC'H 8AL.B, $600—A long: established, se> 


cured hand furniture, junk and uphol- 
st^ring business; well stocked in two 
connected shops. 
Apply Chas. Parker. 


600 and 502 Marln St.. Vallejo. 


HELP WANTED—MALE 


AN Intelligent, smart tidy boy, about 
17 years of age. as bellbor. 
Apply 
Hotel Metropole, 13th and Jeffericm sts. 


HELP WANTED—MALE. 


(Continued) 


WANTED — Good -woman or man for 


shipping loom, 
G. D. Hallahan, cor- 
ner 12th and Alice sts. 


YOUNG man or boy to distribute clr- 


culais. Inquire this evening at 61G 8th 
st. 


ASSISTANT window dresser and card 


writer 
Apply Manager Abrahamson 


Bros., Oakland. 
-„ 


HELP WANTED — FEMALE 


A FIRST-CUASS second girl for family 


of 5; good wag-es; call mornings, Bush- 
nell place, Berkeley; nice house, West 
car faio paid; phone Berkeley 


BICT01*13 repair man; must be experi- 


enced. 
Apply Pierce Cyclery, 230 San 


Pablo a\e 
J. T. Chick 
____ 


WANTED—Newspaper canvassers 
Ap- 


ply 
to 
Lhs 
CIrculaUoa 
Department, 


)akland Tribune. 
. 


DO you want to better your position? 


Several men wanted at once to prepare 
for U. S. Gaugrr examination, com- 
pensation $5 per day. 
Now is your op- 
portunity. 
Sea G. A. Rogers, day or 


evening1. 2,"> Union Nation .1 Bank BIdg , 
1103 
Broadway. 
_____^_ 


DON'T LOOK SLOPPY. 
Suits sponged 


and pressed, 75c; cleaned and pressed, 
?1 23 
Phone its. 
Oakland 3439. 
Cut 
Rate Tailors. 360 12th bt. , 


JEXPSRIBN'CED 


harness trade 
st , one block 


salesman 
wanted 
for 


Apply 620 East Valdez 
below 23d a\f. station. 


tric elevators. 
hamson Bros., 


young: men to run elec- 


Apply Manager Abra- 
Oakland 


GOOD solicitors wanted, salary or com- 
mission 
964 Jefferson st. 


1 WANT 
Fuller, 
an Al business chance man. 
lid Broadway, corner 13th st. 


MEN 
at 
Ray's 
Lodginghouse; 
looms $1.25 per week. 
776 7th 
i 


MEN 


single 


wanted, thig county is being1 or- 


ganized by a force of private detectives 
ultiluited with the oldest strongest and 
best 
detective 
organization 
in 
the 


•world; one good man is wanted in each 
town, city and school district. Experi- 
ence not needed, but must give ref- 
erences; full time not required; oppor- 
tunltv to make good money to right 
pattirs. Address by letter only Super- 
Intpndent, box 6197, Tribune office. 


OUR salesmen (both ladles and gentle- 


men) 
aro making $25 to $300 per week; 


&plijndid opportunity for refined, 
ear- 
nest salesmen. 
Apply 30G San Pablo 
ave., Oakland. 


Side; 
3S64 


A YOUNG girl with experience wanted 


with dressmaking. 
756 16th 
to assist 
st. 
.LTE RATION 
hands; 
steady employ- 


ment; good wages. 
Apply 6. N. Wood 
& Co.. llth and Washington sts. 


COMPETENT second 
girl; 
wag-es $30. 


References 
: equired. 


"M." Piedmont. 


Address 
Box 


COMPETENT girl for cooking and eome 
housework; wages 
feri ed; i eferences. 
near Perry- 


HELP WANTED —FEMALE 


(Continued) 


WANTED—Experienced second girl. $30. 
Call about fiur p. m., 1715 Central ave., 
Alameda, near Gran-1 street. 


FOI: HIRE—One 15 horsepower portable 
engine, on wheels. Juanlta Hotel, 32.! 
San Pablo ave. 


lady wanted for 


refeience required. 
Apply 
Hoffman, 


1200 
Broadway, bet. 1 and 2 o'clock. 


candy store; 


Hoff 


GOOD chance to buy a splendid business 
at a small price. 
Come soon as It will 
sell quick. $250 will buj- the place this 
week. 
Call between 12 and"l at 1426 


14th 
st. No agents. 


MANUFACTURING 
company; 
without 
competitors; has a few thousand shares 
capital stock for sale. 
Good proposi- 
tion. 
Sold onlv In blocks of 100. 
Par 
value 51,000. 
Profits large. 
Box C113 
Tribune. 


SITUATIONS WANTED 


MALE 


ADVERTISER, age 33, first-class book- 
Keeper, 
cashier, 
correspondent 
and 
thorough office man, 32 vears commer- 
cial experience In New York and locallv 
capable of taking entire charge of ofhce 
practical knowledge of modern labor 
saving system, at present In charge of 
office of large business house in San 
Francisco, but desire to change 
High- 
est references. 
Reply Box 0140 Trlb- 
une. 


A YOUNG man wishes work In private 


family as butler or houseman. 
Address 


C. E., 1735 Alcatraz. South Berkeley. 


market for sale; good location^ 


owner lea\lnff town 
Address 
ISO; 
Grove st, cor. 26th. 


PARTNER wanted with $700; contractln, 
and jobbing business; 
swell chance. 
Box 6191, Tribune. 


PARTNER wanted with $1500 or $2000 


to take part Interest 
In ectabllshec 


plumbing, eas-fitting and tinsmlthing 
business. 
Inexperienced. 
Must handl< 


books and inside shop. 
Address Box 


SS74. Tribune, Berkeley. 


SMALL restaurant for fale; doing good 
business; must sell on account of sick- 
ness; cheap. 
1122 23d ave.. East Oak- 
land. 


$30; 
German pre- 


1338 Vernon 
st., | 


A JAPANESE -wants position as a flrst- 


clasg larndry bov. 
Wages $50 up. L. 


Makl, 1944 S'lmttuck aye.. Berkeley. 


ELDERLY woman to assist daily from 9 


to 7 
Apply 1180 East 24ttl St. 


FOUND—The~rTght man to clean and 
hang your curtains Wood & Bartelene, 
1825 "Bioadway, 
opposite 
Postoffice- 
rhone Oakland 1108. 


PY a good experienced Japanese boy as 
porter In any store; wages 510 up a 
week. F. Y. M., 360 7th st. 


3TITTBR3 and alteration hands wanted 
at Friedman's, 1058 Washington. 


GIRL wanted for second "work, call at 


2353 Santa C'lara ave , Alameda. 


GIRL to do general housework; no small 


children, good wages. 306 Chicago ave 


GIRL for goneial housework $30; or as- 
sist $20; small family. 
1055 E. 21st st 


GIRL, waitress wanted for 
restaurant 


S57 Adeline st. 


MRS. B. W 
JOHNSON, 518 Telegrapn 
ave., wants two first-class skirt hands. 


NURSE girl to care for baby. Apply B70 


Oakland a\e.; car fare 


OPEN HOME 


FOR GIRLS 


704 Broadway, cor. 3d. 
Phone Oakland 


3196. 
Miss Emma Grule, matron. 


PAX TRY girl, good worker to make sal- 


ads, sandwiches, etc, Idora Park Cafe. 


OPTICIAN' wanted 


Washington 


OFFICBSr store 


clt'y are nlled 
through our ads. 


ot 
Morley's 
964 


SECOls'D girl, care for child. 
Warring st., Berkeley 


Apply 2640 


SIX chorus giils, long- engagement; also 
lag-time pian'st. 
Prof. Henry, Vaude- 


ville contractor, 921 Broadway, 
Oak- 


land. 
» 


and 
with 


factories 
workers 


m this . 
secured | 


WANTED—Lady canvasser to work on 
a new proposition. 
Apply to Circula- 


tion Department. Oakland Tribune. 


. Nine out of ten of a store's NEW CUS- 
TOMERS first entt r Its doo:s because lr.a 
'advertising attracts th*>m 
_ 


ICOODYEAR 
SHOE 
REPAIRING CO.. 
« 
mends your shoes while vou wait 
Best 
; material; latest improved machinery. 


215 San Pablo avp 


. LYONS. 


The 
London Tailor 
9.1 •* Broadway. 


Suits to order from $18 up. 
Grousers to order, from So up. 
' Ban Francisco 
Stores—1433 
Flllmore 
et., 731 Van Ness ave. Firm established 
130 'years. 


If vou have nn idea that "things are 
a little dull In this town just now." look 
over the advertisements— ther 'Vliop m" 
ito some of the Ftore«j-aml you will con- 
!elude that you must have had some otber 
• town In mind. 


REAL 
estate 
salesmen 
wanted; men 
familiar 
with 
Oakland market 
pre- 


ferred. Address box 6167, Tribune. 


RELIABLE agents, experience unneces- 
sary. 
Barlow, Picture Frame Maker, 


3G9 12th st, near Franklin. 


Troubles. 
Ufe Can Be 
How 
to overcome All 


Your Wish and Object in 
Obtained. 
The All-Wise Ci eater did not endow 


you with high ideas, noble Inspirations, 
desire lor happiness and return tor that 
great. love craving 
within your heat t 


without at the same time placing within 
jo^ir reach the moans ot attaining- these 
d^MiTS. 
You would not desire a thing 


it' j u u were not capable of attaining it. 


Pou cr 
Secret You 
Should Know, 
ot Control, 


1II8S (F. M.) MAYNARD. electrolysis. 
scalp treatment, etc., formerly of 1203 
Broadway. Playter block, has located at 
46654 13th St.. over Chlnn-Berretti a; 
phone Oakland 3Sa9. 
" 
& CO , suits to ord'-r; prices rea- 


sonable. 930 Telegraph ave. 
A merchant woi.id not think n woman 
wise if she purchased a \aid less 
'silRSlor a gown than she needed—even if 
lit were very fine s.lk. Noi It the me"- 
lonant wise to r>u-oh.'.s» .1 co'i.mn less 
(advertising spac," rh in he needs, 
ilf it Is very fine advertising si»ac< 
! costly. 
IGAS CONSUMERS' ASSN. reduces your 
bill 20 to 40 per cent. 
lifiS Brnadwav. c 


' l ) R M GOLDSON has rnoved fiom 1014 
' Broadway to 1031 Telegraph avo 


• " If you are a boarder, there are some 
Interesting things in the want ads. for 
iyoil. ^ 


There Is a poaei latent within every 


individual which, it properly applied, will 
enable each person to attain tiie height 
of his or her ambition. 
\ 


Mr. Sherman can tell > ou how to control 
and use that power to sain success and 
liappuHss. 
If you 
v*ish to succeed In 


an> 
business undertaking, consult him 


now. 
tie c tn put you on the right road. 


If jou desire to win in love, or be re- 
united \\itti someone from whom some 
troublo or enstrangement sepaiates you. 
tie can an'! wli! help 
> ou to gain 
the 


desir^ of your heart 
Are you tired of 


L)em;r poor and Using a "fiom lumd-to- 
mouth 
existence? It so. consult him and 
he will show vou a better «ay. 
The wise use every means to compass 
victory, thousands have been helped. 
If 
,ou are in trouble of any kind, unhappy, 
riot satisfied in life, ha\ e domestic, love 
or Luisme^s tionhles, you will be told how 
to o\ercome tnem all. 
Call todaj. 


Houts—Dally fiom 10 a m 


nS i Wednesdays and Saturdays 


Sundays, 11 a. m to 4 p m 


. to a 
to S 
m 


MADWIE 
STANLEY—Clairvoyant 
and 


Palmist, gives readings daily and In- 
straetlon In palmistry. 
1J29 Rroulvvay. 


KS E. It. MILLER— Automatic slate 
writing medium; life reading, spiritual 
healing developing. '- San Pablo ave.. 
torm°flV 
of 2590 Mission St.. S. F. 


.tvo 
G. M. 
SHAI'.PE-Speclally line 
shampooing; scalp and facia! treatment; 
^^^^^^^ap^nvrn^: 
•want It. and It's not advertised 


e.yadvertise 'FOR~lt here! 


jSan Pablo avf.: 


PLAIN SKIRTS CLEANED 
and pressed 
Telephone and 


we will call. 
GoWen Gate 
Cleaning and Dye ^ orkfi, Io24 
Tel. Oak-la nil 1391 


:3I1SS W. A. Bl.OEDEI.r- 
jnassase. shampooing. 
Phone 3154. 


-Scalp and facial 


1219 
Broadway 


W. A. SHERMAN 


OAKLAND'S palm In t and card reader; 


Indies 23o, geats 50c. 
856 Broadway, 


suite IT. 


for corporation In 


Oakland, must have $1000 cash secur- 
ity. 
Salary $125 per month, commis- 


sions and "interest In business. 
Box 


6156, Tribune. 


"WANTED—Good woman or man for ship- 
ping room. 
G- D. Hallahan, corner 


12th 
and Mice sts. 


When "out of work" see that 
ad. Is "b\ sy" in your behalf. 


WANTED—A K"irl for general housework. 
Apply bet 10 and 12 at 945 Chestnut st. 


WANTED—A 
first-class 
coat 
finisher; 
wages S14 per week. 26 Telegraph avo. 


Menu 


Wanted 


Excellent opportunity for bright, ener- 
getic young men who desire permanent 
employment to become Identified with 
one of the largest corporations In the 
State 
Prospective employe must be able 


co Invest S'-TiO, and furnish references of 
tesponsibility. 
The demand Is limited. 


Call at oncii. 
TUiilioad fare guaranteed 
to all intending permanent employment 
to Investigate merits of proposlton. 


Apply 


THOMAS & VALHBERQ 


857 Broadway. 


SALESMEN ror man's furnishing goods 


department. Apply S. N. Wood & Cu,, 
llth and Washington sts. 


WANTED—Second porter. 


flCP Hotel Touralne. 


Apply 
Of- 


WANTED—Young man to learn the cir- 


culation business; must write a good 
hand. 
Apply to Circulation Manager, 


Oakland Tribune. 


WANTED—Capable boy about 18 years 


old to handle shipment of supplies in 
Apply at once, Cat- 
Reed's Hall. 
Insurance oifice. 
ton. 
Beli_& Co., 


WANTED—Reliable men" to take orders; 


leferences 
i equired; good pay to the 
right parties; call on the manufactur- 
ers' a^ent. 
Manufacturers of the Rob- 
erta Germ Proof Stone Filter, 570 San 
Pablo ave . Oakland, Ca_l. • 
_ 


•WANTED—Boy ~about~!G~years old, re- 


quirement?, honesty. 
Apply with par- 
ents_BIg_Dlck Cigar__Co.,_S68_Webster. 


WILL pay lar^e'nages and commissions 


to man "that has good established family 
liquor trade in Alameda Co. Address 
Box 0151, Tribune. 


THERC are many substitutes ror Boston 


Blown Bread on the market; the B. B. 
B. Is the onl/ original sttrilized bread; 
recommended by ph^lcians as health 
food; n mild UKiitn-j, 5c per loaf at 
groceries 
and 
deUcatfssen 
stores. 


Home Depot. 035 San Pablo. 
Phons 


Oakland 7S30. 


PAVING. 


THE ARGENTIC concrete paUug spe- 


cialties: sidewalks, flooring: walls, etc. 
For estimates address F. Franskinell, 
6297 San Pabk- ;ive.. Oakland; 


LAUNDRY. 


clothing, 
taad 
613:"- 


rice pa 
823 Br•oadwcty. 
Phone Oak- 
o 


JAPANESE 
TOKi'O 
LAUNDRY—For- 
merly 429 Francisco St., S. F., now lo- 
cated 1734 Filbert St., Oakland. 
Phone 
Oakland 2381. 
Nearly all clothes wltli 
us at tlma ot flre were saved. 


WANTED—A competent reliable garden 
er. S'Jll Frultvale Ave . Frultvale, Cal. 


AVAXTED—A young- nian.^who_thnroush- 


no others^need "appfy. 
Mizp'ili Grocery 
Co, 1167 Peialta st., "West Oakland. 


WANTED—In our alteration dept.. ex- 


perienced jacket and ehirt hands; good 
salary paid. 'Taft & Pennoyer. 


WANTED 


Inexperienced Women 


To fill positions where permanent employ- 
ment Is assured to right parties; clean 
work, reasonable hours; good remuner- 
ation. Apply business manager, office. 
Pacific 
and 


Telegraph Co. 


3275 FRANKLIN ST.. OAKLAND. 


2112 BANCROFT WAT. BERKELEY. 


WANTED—First-class German cook; ref- 


erence; car fare paid. 121 Athol ave., 
East Oakland, near 19th st. 


WANTED—An experienced infant's nurse 


References 
Apply mornings, 
306 E 


2Uth st., corner bth ave.. East Oakland 


VTANTKD—Experienced youngr lady 
stenographer and assistant bookkeeper 
M ust be brtgh t 
and 
accurate. 
Box 


6152, Tribune. 


WANTED—A reliable girl or woman to 
care for child afternoons, Sunday 
cepted. Apply 3565 Webster st. 


WANTED—Girl or elderly lady for house 


•work In small family. 
Wes t. 


"794 4Cth St., nea 


COMPETENT Janitor or porter, handy 
with tools, wants steady position; best 
of references. 
Box 6177, Tribune. 


1ARPENTER—Dutchman, wants 
$3 per day. 
3S71 Silver st. 
work, 


COOK wants place in hotel or boarding 
house. Phong Merritt 3H9. A. Hues ton. 
Experienced man, hav= 


ing a thorough knowledge 
in all branches of me- 


aanScal art, desires an in- 


terview with some relia- 
ble firm. 
Can fornish 


best of references. ^ 


Oakland preferred. 
Address 
BOX C098, TRIBUNE. 


FIRST-CLASS Chinese 
cook for not*If 
wants situation. 
367 Bth st. 


FIRST-class carpenter, non-union, wants 
work by day or contract. 3S73 Silver 
st., Oakland. 


GOOD Japanese boy wants situation to 
dn plain cooking and housework. 
605 
Telegraph_jave.,_OakIaad. 


NON-UNION hpd carrier desires work"; 
call or address. 
61€ Franklin st. 


POSITION wanted In Oakland by younj; 


man (married) as stockkeeper or store- 
keeper for restaurant, hotel, club or 
railroad; references and experience; now 
employed In S. F. 
Address box €183, 
Tribune. 


SALOON for sale; good location; good 
investment; call between 12 and 3 p. m 
475 Sixth st., Oakland. 


WANTED—Energetic 
and 
trustworthy 
representative who can invest $600 t< 
$1000; manage branch 
office at Oak 
land, Stockton, Sacramento and San 
Jose for old Eastern mercantile Instl 
tutlon. 
$1500 
luaranteed 
annually 
Address, 
giving1 business 
experience 


age, etc. Box 32SO, Branch Office, Trlb 
une. 


"\VAN~TED—To buy an Interest In t 
pair shop or a smali -wag-on shop, 
dress J3ox 6149. Tribun e. 


WAXTED—Partnpr with 
few- 
assist 
dollars to travel and assist salesman 
in manufacturing line; experience no 


x necessarj-. Box 2276, Tribune. 
WHOLESALE concern 
established 
2! 
years, desires reliable party to inves 
ton or more thousand, -with or -wlthou 
services. 
Box €168, Tribune. 


$1,GOO WILL buv a first-class cash gro 
eery and baking business, of 11 year 
standing: clearing 51,200 a year net af 
tor all expenses. 
Call for all Informa 


tion, 1168% 7th si. 
Quick! 


{150—PARTNER to take cash and assls 


in paying restaurant with 
first-das 
c ook. _ Brook bonk. 470 llth at. 


SITUATIONS WANTED 


FEMALE 


A SITUAfTION wanted to do 
genera 
liousework in a small family; wages $30 
Box 6195, Tribune. 
^^_____ 


A YOUNG lady would like a posltlo 
doing office work; dentlftt's or archl 
tect's office preferred. 
Call or addres 


3412 West st. 


SALESMAN or manager wants position; 
over 15 years' local experience In lum* 
ber. 
building materials and 
planing 


mills; 
finest of 
references. 
Address 
Box 6172, Oakland, Cal. - 


STENOGRAPHER, 8 months' experience- 
references 
If desired. 
Campbell Bt.. Oakland. 
Add'ress 1076 


TWO young men. thoroughly competent 


In auditing, will undertake the auditing 
of sets of books for individual firms or 
corporations; 
quick 
and 
reasonable. 
Box 6166. Tribune. 


WOMAN wants washing or cleaning by 
the day. Mrs. V., 822 Linden, near 7th, 
Oakland. 


YOUNG man having 12 years experience 


In the cigar business, desires to "obtain 
a position In the office or store of a 
retail 
or 
wholesale 
cigar 
business. 


Address Box 6097,Trlbun*. 


YOUNG man wants position as bookkeep- 
er or assistant. 
Good reference. 
Box 


6154, 
Tribune. 


In "looking 
the help of a 
for help" 
'helo wanfe 
u will 
ad! 


CONTRACTORS. 


ARTISTIC, substantial an<3 modern homes 
and flats; build at once for cash or 
easy terms. R. o. Pavert. architect and 
builder. 
40 
Crosby 
ave.. Junction 
Boulevard and Redwood ave.. Fruit- 
vale. P. O. Sox 245. 


COMPETENT cook or nurse wants worl 
by dav. Miss Pearson, 951 E. 17th st, 
cor. IDth ave. 


EXPERIENCED 
young 
lady cashle 
v, fshes position; can furnish best 
references. 
Box 3283, Tribune. 


FIRST-CLASS laundress In country ho 


tel; can 
Tribune. 
give references. 
Box 618 


056 laundress wishes a few mor 
tns-a^renients by day. 
€699 San Pabl 


ave. 


GOOD laundress wishes work; $2 H da 


<car fare); East Oaklind or Frultva! 
preferred. 
Box 6165. Tribune. 


OPEN HOME 


FOR QIRLS 


704 Broadway, cor. Sd. Plione Oaklan 
3195. Mies Emma Grule, matron. 


SITUATION wanted by colored seam 
stress; families, or will assist flrst-clas 
dressmaker. Box 6160. Tribune 


•SVA.NT33D—Laundry to tako home, b 
respectable woman. 
Address D. H 


C457 Essex St.. Oakland; will call. 
EMPLOYMENT OFFICES 


ANDRE'S OFFICE. 
85T Franklin 
st 


Oakland. 
NiBht chef, country hole 


5100; relief cook, 4 daye a week, $1 
•waller, country, 145. Butler, Oaklan 
$50; 
2 pantry glrl». 825, etc. 


ARE TOU GOING TO BDILD? 
The new way of building cheap, yet 
rood, will interest you. 
W. H. Porter, 


1457 
Grove st. 
Phone 28S Vernon. 


WANTED—First-class lady presser an 
spotter; good wages 
to 
right partv. 


Quick Delivery Dyeing and 
Cleanlrtj 
Co. 3245 Adeline St.; phone Berk. 1057. 


WANTED—A good cook; also assist with 
house-work; must have references. En- 
qulre. 66C 25th St., Oakland. 


WANTED—A girl to do chamber work 
and help wait on the table. 
2632 Du- 
rant ave., Berkeley. 


WANTED—An excellent cook; must be 
tirst-class; wages 
$4(K 
Address Box 


6123, 
TrHnme. 


"WANTED—Girl for general nousework. 


Applj 2025 Clinton ave., Alameda; tele- 
piione AJameda 


WANTED—An elderly man around place. 
Must know about horses; a good home. 
_Wages ?20_a month._Box 61_37,_Trlnune. 
WANTED—lOOcTmen to get a good shave 


for 10 cents. 817 Broadway. 


WANTED—Young man between the ages 


of -3 and 30 for retail cigar store. Must 
have flist-class rpferences. 
Those liv- 


ing at home preferred. 
Address Box 


0072, Tribune. 


WANTED—Boy to collect, clean up store 


In morning: chance for advancement to 
learn the business. 
469 20th St. 


Heine Piano Co., 


WANTED—A boy with 
a 
wheel 
Taylor's book stor^_467 Vth «t ___ 


WANTE13—Shirt operators on new high 


spepd power machine. 
Steady \vorK- 
Good pay for 
experienced 
operators. 


Apply at 76S E. 12th st. 


WANTED—A 
respectable 
person 
as 


housekeeper in refined home of two 


AA—EMPIRE STATE SURETY CO. 
WE BOND YOU. 
Contractors, court and Emplovees bonfl*. 
Albert G. Rockel. Res. Vlce-Pres. 


227 San Pablo avo. Plione Oakland 7685. 
CONTRACTOR — Reasonable 
papering; 
rooms 
Guild, papered from 13.50 up. 


70S 6th St. 
Frank 


DeLUCHI * SHUFELT. patent Chim- 
neys, cornices, skylights, tlnnlnc. wiD 
move their office and shop to 860 Isa- 
bella street. May 1st. Residence phon* 
Oakland 7773. 


CUTTING & OUNN, INC.—Generu «tn 
pioyment agents. 414 7th Et.. Oakland. 
Phone Oakland 7981. 


Japanese House 
Cleaning Co. 


Xo. 914 2M st. 
• Phone Oakland 7«8>. 


JAPANESE employment end houseclean 
ing office. 
311 7th St.; phone O«k 


land 6622. 


JAPANESE employment and housecle&i 
Ine office. 819 7th St.. phone. Oakland 28 


OAKLAND 
EMPLOYMENT 
EURBAT 


414 7th St., Tel. Oakland 3273. Help 
every description furnished at short n 
tice. Leave your orders with us. Fe 
male help > sr/ecUlty. 
Mall or w!r« 
us and order will be promptly filled. 


OR SALE — MISCELLAN. 


EOUS. 


ILMOST «lvc-n away. «torae» piano* dirt 
cheap, whltchcad iiiorage. «B San P*bla 


OR SALE—Fresh jcentle cow and calf. 
16S9 
^Ist ave.. con cr B. 24th st. 


OR SALE—Stnclal- Steel Range; cost 
$65, 
has been userl 3 weeks only; will 
tako $40 cash. Ca.l at 1731 King are.. 
Frultvale, near old county road. 
C. 
Chub'uck. 
OR SALE—Large cooking rar.fro trflh 
waterback; sultabl.- for boarding-house. 
672 10th st. 
OR SALE—Tent 
14X16. 


ave. and East 14ti st. 
Corner 
9th 


OK SALE—A donk.-j-, cart and harness, 
donkey \ery genUi • cheap. 
Ninth and 
West, In tent 
OR SALE}—Thoroughbred 
mare 
for 
breeding. 
G. Bie.iech 
Alendale, o« 


Redwood road. 
OK 
SALE—Motorcycle. 
Curt'.ss 
190<1, 
double cylinder. 5 h. p.. perfect condi- 
tion, new motor, i =ed 600 miies; speed 
6 to 60 miles. 
T.'ith Uiug-ase carrie- 
1200. A snap. AdJress Box 1, TuoUm-**- 
ne, Cal. 
OOD manure for 
;alo 
Telephone Merritt "599. 
1171 16th a.Y-f 


AM going a^ay -nd will sacrifice re.' 
$500 piano; 
almost 
now, 
«tancUi:i 
make; upright, so id walnut case; ele- 
gantly carved. 
13nx C.113. Tribune. 


l*R stock of n-ew mil Rood second ha!> 
furniture his been marked down to su<- 
the closest «.nd m< st economical buye*1", 
we are leaders in reascianle prices for 
furniture. 
Carpet*, ranges; vou must 
see us and eave money 
Oakland Auc- 
tion Co., 408 Eifrhih st , near Franklin; 
phnne Oakland_447 i. 
"EDIGREED, parti colored cocker pups 


for sale. 
911 Alice st. 
VT H. Dtrmls. 


ABSOLUTELY NEW 


Following slze^: 
21V-in. x 21 in. x 1<i ft -21 In. 
W " in. x21%in. x H ft -9"4in. 
is 
in. x IGls in. x 19 ft. 


12 In. x 24 In. x '3 ft.- G in —2 These 
KOTZ'S. 


23 First St. bet. Bioadway and Franklin 


For Sale 


Well built family furrey. 
Must be soM 
mmediately. Parties leaving city. 
Api ly to 
PUMTEA'W STABLES, 
8th and Alice Sts. 
_ 


HOW cases for 
of 5th st. 


. 803 Broadway, cor. 


SAFES—Herman S-ife Co., agents Mc- 
Neal & Urban s;ifes. 
126 Folsom »t.. 


S. F. 


'WO goats for sale, cheap. 


St., 
opp. Idora Park. 


224 Ayala 


TWO cows, fine gentle, fresh; Jcrsey-I>ur- 


ham. 
1C5S E 14th eve. 


JTHREE thousand t^nts at 717'^ Turk i 


San Francisco. 


jP-TO-DATE Incubator: burglar pr«»f 
safe; la-rg-e Prent h plate mirror at ft 
bargain. 403 Sth st. noar Broadway. 
60—WlN-DMILL,~Tank, pipes and pump 
and tank frame. 
14<C 5th ave . cor 19tf 


st , or at room 29, 906 Broadway, Oakv 
land. 
__ 


"50~FOR motor cvcle with tandem at- 
tac-hment 
Need money and must sell. 


Call 820 16111 st. 


;600 upright Knabe piano; absolutely now, 
a barsatn. Call evening 1805 Franklin. 


jOO CHICKS, lOc ea^h. Tuesday, I4th, 300. 
Saturdav. lSth- ] oultry supplies. 
3201 


WANTED— MISCELLAN- 


EOUS. 


DON'T eell your houmh&ld goods unttt 
you tee J. Coliuan. 412 llth «L, wh«r« 
»-eu will realize mo«c .'or tt. 
PhoM 


Oakland 3268. 


DIAMONDS— DIAMONDS— Highest' 
paid 
for 
dlamoi.ds. 
M. J. Schoenftl 


& Co., 40 Saii_ rablo_a}^e. 
__ 


•VRX1TVRK 
by 
prl\ate 
party; 
any 
amount: any kind, to furnish rooming 
_hou?o. _ £^_l!j?r_ a id ress_62 4_ J 8tli_ St. 
FUUNITURE~~w-anted— We will give yon 


more for vour furniture i.nd household 
gcocN than you ' an set elsewhere. 3. 
A. Munro & Co.. 1007 Clay St., Oak- 
land. 
Telephone Oakland 4671. 
2320 


Flllmore St., San Francisco. Telephone 
W est, 2C2S. 
_ 
_ 


IF Yofr must hav» the most money for 
your furniture, nerchandtse, etc. call 
up Oakland 
Auction Co., Meysel & 
Mnysfl Auctioneers: they will pay you 
the cosh or .ell on commission. 403 
Sth st . a* FranXl'n; phono Oakland 4ir9. 
iECON"D-hand fun.lture of all kinds and 
quantity ; prices no object. 
Address T. 


A. S , Postoffice Box 9. 


UNCLE MORRIS buys 
fjents 
cast-off 
clothing; trunks, suit cases, etc. 
Sena 
postal. 
Morris r^evy. 477 7th st. 
• 


WANTED— -Large 
bull 
Box 6058, Tr[bune. 


bitch. 
Address 


paying: jnoccr> 


i f 
interest 
in 
Rood 
Box 32S7, Tribune. 


WAXTHH—Polo pony fur boy of 12 years. 
Address J. F. Cunnrrs. Tritmru*. 


WANTED—A 
goo3 bird dos. mole or 
female. Address SIC Xlcol nve., Frultvale. 


WANTED—Well-g.iltcd saddle horse for 


young person: must be safe and sound. 
Address Box 607], Tiibune. 


HORSES AND WAGONS 


A GOOD team o' hoises. sand wagon 


and new harness for sale cheap. 
469 


E. llth street. 


CAMP wag-on, tent; surrey, for sale. 688 


31st St. 


FOP. SALE—A fire bay horse 
5 years 
old; gentle, ladv can drive, owner going 
away. Apply M>5 Broadway; landlady. 


FOR SALE—A 
College ave. 


h^rse and buggy. 
48S 


FOP. SALE—Two teams, complete, horse 
und buggy,' dump cart. etc. 
Apply 563 


27th street. 
Chl'd's, Arlett & <'o. 


"OH SAU?—A lifht delivery wagon at 


3]39 Myrtle; lei -phono Oakland 9256. 


FOR 
SALE—Handsome 
extension-top 
rubber-tired auney; price 1100, phone 
Berkeley 3933. 


FOR SALE—Hore< with saddle and bri- 


dle; 
good appearance and gentle. Prlre 


$75 for 
quick sale. 
Room 21, 1004 


Broadway. 
^ 


HORSB~buggT aud harness 
for 
sale; 
price >60. Apply. 518 34th st., Oakland. 


LIGHT suirey and single harness 
for 
sale; a bargain; almost new, -108 Ce- 
dar st, Berkeley 


LUNCH-wagon 
Ci mplcte, for sale. 


qulre 1258 28th 


1500—ROAD wagcn: fast pacer surrey 
end pole; all as good as new; call or 
address Wurts, '323 Broadway. 


DRESSMAKING 


McDOWELL dressmaking and millinery 
school; oldest and most reliable, pat- 
tc-rs cut to ordei. 1018 Washington Bt,; 
evening class. 


J. P. MORTENSEN, 801 E. 21ST ST. 


CONTRACTOR AND BUILDER. 
Estimates 
given, all work guaranteed. 
Call evenings. 


OAKLAND ROOFTNG AND PAINT CO., 
(Inc}. now at 1788 Telegraph ave.. 
General painting and roofing. 
Phone 
Oakland 3932. 


PAINTING, 
papering. 
decorating, 
all 


kinds; wort promptly attended to, esti- 
mates free. 
I deal fair. 
Tve tried to 
tell you. now let me show you. W. 3. 
Kennedy. 316 13th st., Oakland. Phon* 
Oakland E974. 


adults: "light duties; 
6194. 
Tribune. 


references. 
Box 
TODD & LUCAS—Carpenters and bulld- 


WA'NTED by 
manufacturing 
concern, 


neat young lady 
stenographer 
with 


some experience; state age, salary, etc. 
Box G196. Tribune. 


W4NTED — Woman for cooking at 956 


7th et._ 


WANTED — A young woman 
to 
dishes at East Oakland Home Bakery, 


er», 
promot 
work. 
phone Oakland 36t. 
Office 425 15th; 


SEWING MACHINES. 


SEWING MACHINE SALE. Wheeler * 
Wilsons at S3 and >10; drophead R2.50. 
White-!S. Davis to. Standard, all at- 
tachments. 112. New Home, $7. Patch 
J15. J. Hay Smith. HI Ctb at., near 


DAY AND CONTRACT 


WORK 


CORBETT, 
Contractor—Jobbing 
and 
store fitting a specialty. 1114 Franklin 
st 
Phone Oakland K42. 


CHIMNEY, mantle or "other masonry 


work. 
855 Clay, phone 6717 Oakland. 


built, plans furnlihed, 
•mates riven, show case*, flxtfea Job- 
Promptness, satisfaction. D. 
blng. 
Harris. 1301 


e»tl- 


>b- 
F. 
Garrison «t., Berkeley. 


r~WILL do vour building by day or con- 
tract; Inside finish a specialty. C. El 
Ratlin*. 220 Ayala St.; phone Oakland 
4235. 


JAPANESE Housecleanlng Co. 
Phon* 
Oakland 8237. 1221 Franklin £t, Oak- 
land. 


PAINTER wants work: by day or con- 
tract. Reasonable. 708 llth et. 


TWO registered plumbers will take job- 
tine. 4&y °r 
pricei;r^rork 
•ork; no fancy 


FRENCH accorfllon and side plaiting, boi 
plaited, ruchings pinking. Latest sun- 
burst skirts. 
]1am and combination 
buttons to order 
Oakland 
PlaUtne 
Parlors, 110J Jtfferson St., opp. High 
School. 


DRESSES made Irom $4 up; In all th« 
latest style». 
SC8 E. l«th tt. 


PERCIVAL 
Dresamaklnc 
Acnoot 
4V 
plomM Jtven. 
JM6 Washington. ov«r 


_ 
___ _ 
_ 


STANDARD— Dre-!« 
cutting 
academy: 
tailor svstem tiught. 
Mlts Strauch. 
Manaeef 514 18th «t. 
_ 


TYPEWRITERS. 


HEW and second-hand typewrite™ bought 
and «old, rcote'l, repaired, exchanccd. 
Smith Broa.. 46; Hth it. 


SEVERAL, kinds tor *ale, trood order, 
warranted. $20 up. 615 Eighth *t.. E. 
J, Robinson & C'-o. 


PHOTO SUPPLIES. 


WBSTEBN PHOTO SUPPLY CO., 5S« 
]!tk *t.. Eaot Oakland. Complete rtocd 
. fllmi. jtatci. dko. Kcw T»rt. 


MONDAY 
OAKLAND TRIBUNE. 
MAY 13, 1*07. 


HOt'SKS AND ROOMS 


WANTED. 


I WILL, sell your Hat, business or room- 
Ing house. 
P'uller, U1S Broadway. 


WANTED—To rent"or lease 5 to 7-room 


FURNISHED 
ROOMS 


LET. 


TO 


A FURNISHED room, with U3e of Ult- 
chen for couple. 
Apply 555 liQlh St. _ 


"ail 
IN elegantly fuimshed suite with 
modern conveniences at Thu Maryland, 
571 EiBhth_st., bet. JefEoragn_ar.a Clay. 


'VVANTED—Two or 3 nice housekeeping j A LARGE sunny room for gentleman; 


' no'uso in hilfs of East Oa'.'iancl or Fruit- I 
vale; small family. Bee JlJGJMbime. | 


rooms; 
married 
couple; no cmldren; 
must be reasonable; near railroad. 
R. 
Li Stanley, Rohlyn House. 10th and 
Telegraph avp., Oakland. 


WANTED—House of seven rooms, close 


to Grove street, will pay S35 or 
S-IO. 


Address 821 33cl St. 
, 


ROOMS AND BOARD 
• WANTED 


"WANTED—A good home, refined people, 


to board little girl ami boy b and a 
years; references exchanged; will pay 
well. Box 615S. Tribune 
, 


FURNISHED HOUSES 


FOR RENT. 


private family; 3 minutes' walk to llth 
St. depot. 
I'.'SS Harrison st. 


gentlemen; 
and BroaJ- 
210 K. Uth 


A LARGE sunny tront loom for lent; 2 


blocks to local and car line. 
409 .b. 


_llth St. 


A XICELY furnished sunnv room, bath 


adjoining, for one or two 
Hulking distance to 12th 
way. 
Phone, electricity. 


street. 


_ NICELY furnished sunny room; elec- 


tric light; running water; private fam- 
ily. 
563 29th. bet.__Tcl._anil_Grovo. 


VI 
"THE 
CLAY"—Nicely 
furnished 


rooms by the day. week 
or 
month. 


1254 Clny St., corner 15th^ Bath. 
_ 


OWNER WILL RENT HIS HOME, 


A.T 1318 JACKSON' ST., OAKLAND. 
FURNISHED, FOR NUMBER OF 
MONTHS AGREEABLE TO TEN- 
A.NT; 
MOST 
EXCLUSIVE 
AND 


DESIRABLE 
NEIGHBORHOOD, 


V-ERANDA, GARDEN AND PLACE 
FOR AUTOMOBILE. CONVENIENT 
TO TRAINS. 
EXCELLENT COOK 


kND HOUSE BOY TO REMAIN 
IF DESIRED. 


FOR RENT— Modern C-room Hat o 


14th 
st.; car line and near 2.;d ave. 
station. 
Apply at 126! E 14th st., near 


25th ave. _ 
__ _ 


PL'RN1SHF>D cottage: 5 room:, and bath; 


825; 
fuirnture for sale. 
1613 llth St., 


BEAUTIFUL sunny front room; centrally 
located; nieals_lf_d£sired:__513__18th_ bt. 


t3K",MJT'IFUl7~sunny looms, near two lo- 
eals five minutes' walk to 14th and 
Broadwaj : large grounds, select ncian.- 
borhoofl; S15 to $J5; references. 
Apljly 


l.iTi) Hariison. 
__ 
._ 


CENTRAL HOTEL—Now open. 616 12th 
tt. 120 modern roomb from $2 to ?o a 
ue'ek. 50c to $1 per day. 


ELEGANTLY tuimsnea rooms in pri- 
vate home. 
2Qth and HarnsonJH3._ 


1'VHNISJHED sunny room for one or two, 


«1() or S12. 1033 Adeline. 
p 


FRANKLIN si., 1500—Sunny front room. 
FURNISHED room at 1937 Filbert, noai 


30th St.; §10 a month. 


FOR RENT—A large room, newly fur- 


nl'-hed, suitable for 2 licntlemen or a 
couple. 
120S West 5th st , 1 block trom 


Adeline station 


FOR 
It'lilN'L'—Furnished rooms suitable 
tor 2 gentlemen; ulso one light house- 
keeping room 
917 Jeffcrsmi st 


HOUSEKEEPING ROOMS. 


•V FURNMHED 3-room apartment, with 
piivale bath. 
SL. Fiancis Apaitment, 


cor. lath st. and San Pablo ave. 


A THHEK-room apartment, with private 


bath. 
670 ISth st. 
St. Francis apait- 


ments. 
_________ 


AT 
127 
65TH.—Two 
rooms; housekeeping; 
furnished 
stove; 
tricity; bath; fine "'neighborhood; 
block to Telegraph a\e. cars. 


front 
oiec- 
half 


V SUITE of 4 beautiful sunny rooms, 


with carpets and range; large light 
kitchen; choice location; near two lo- 
cals and 
five minutes to 14th and 
Biuadway. 
Apply 137'J Harrison St. 


l-'OL'R housekeeping rooms, complete for 


couple; central; rent 


Call at MB 1-2 20th st. 


MEDICAL. 


DR. SYLVESTER'S Office. 


B17 23d St. (near Telegraph av*.) 
Oakland, Cal. 


Leading Specialist for Women. 


Ladiei 
ailment 


-If you are suffering from any 
peculiar to your sex. wo;cried 


about your condition and need help, con- 
sult this famnus specialist for the 101- 


well-trained phyelcian 


,h qualifications recos- 


reaaonable. 


i'Olt RENT—Two nicely Jurnlshed sunny 


rooms lor housekeeping. 
ISth st. 


Central. 620 


Fl'UNlSHED xand 
unlurnlshed 
apart- 


ments. 
"Dundas" 
Apartments, 30S 


San Pablo ave. 


ON-E sunny suite of housekeeping rooms, 
can be seen todty, vacant Monday. 1509 
Brush St. 


ONE large back pallor with privilege of 


kitchen. 1260 Franklin st. 


ROOMS for light 
housekeeping. 
Call 


Monday and Tuesday; one block from 
pos lattice, 
between 
Broadway 
and 


_l-'rank!ln,_413_lath St. 
TU'O connecting liousekesping rooms; ail 
coineniences; no objections to children. 
112S Filbert ft. 


TJIRF.E or tour partly 


kLOping rooms. 
453 
e', eningy 


furnished house- 
Edward, 
apply 


Tl-iilEE iurnlshed rooms for light house- 


kemilng. Apply at 1268^Alice st. 


THRICE uiaurni^hed housekeeping rooms 


211C L'lm St., between Hawthorne ana 
J4th. 


lowing reasons. 
First—He is 
and surgeon, with q 
nlzed by the highest medical auttorit, 
and truly the only regular graduate spe- 
calist lor wromen advertising. 
fccond—With his painless and harmless 
methods known to no' physician but hirn- 
seif he gives you relief—at once—without 
drugs, needless operations 
or detention 


from your occupation. 
.. 
Thiid—His 
broad 
experience. Ills 
19 
years of success 
without 
one 
slnf'5 
failure—with the most obstinate obscure 
and complicated cases, where all others 
failed, makes him the safest and surest 
man to consult when you need help. 
Why suffer disappointment, pain anx- 


iety and endanger your life and nealtn 
by employing quacks 
and 
self-stjled 


specialists 
when you may have ao^1™ 
from a man eminent in the profession 
absolutely free of charge? 
His fees arc moderate ana you can 
safly 'ntrust yourself In his care and be 
assured of prompt and happy•results. 
Consultations sacredly confidential ana 
a strictly private sanatorium when re- 


Hours' D a m. to 9 p. m. Open SunJays. 
'DR. SYLVESTER. 
Offices: 


517 23.1 st. (near Telegraph ave. nnd Key 
Route). Oakland, Cal. 
Telephone OaK- 


land 7901. 


DR. C. C. O'DONNELL. the renowned 
spe^inllat of woman's diseases. Is now 
located at 912 Scvlsadero st.. 3. F. 


FOR RENT—Nicely furnlbhed room, con- 


necting with bath room, cull in morn- 
ings or niter ii o'clock. 
52n 10th st. 


Ft'RN'ISHED room housekeeping it' de- 


iired at 5JO 23d St. 
Goldee West 
X. W. cor. 8th and Franklin 
opened and centrally locat 
cold water 
in every 


near Fcralla. 


FOR. SALE—1 year's lease 
of 
4-ruom 
cottage, togctliti with furniture, com- 
plete, 10" cmcke.ib, wire tencc. etc.; 
rent only ?1J pel month; large lot with 
fruit and ilowjis. 
-loth ave. and K. i-ith 


st., Mrlru.-e. 


FOR RENT FUKN'ISHED— 
For 
2 or :', mnnthb. thoroughly clean, 


nicelv furnish'd 
modern 5-room cot- 
tage," r.e.ir Kc-y Route and Grove-st. 
cars, aiKJLs. 
'Phone Oakland* 5791. 


FOR RENT during Jur.e and Julj—Fur- 


nished house ot 12 rooms and 2 baths 
on high ground within 5 minutes of 
Key Route tram. 
484 Prospect ave. 


CLARGE modern 7-room house, just fin- 
ished, built for home by owner; recep- 
tion 
hail, 
brick mantle; 
wry 
large, 


.sup.I Iront Maennard; cor. lot. 5i> by 
liC, fin,' view of bay; to Oakland 17 
minute by ioca1, one block high school; 
building cost ?125o; one block a fino 
MV; ic 
notiiovarrl; 
no 
agents. 
Coi. 


M hittlf: ar.d __ Ignaclua aves. 
^ 


'fTiN'-roori bnuse to lease in Fruitvale, 


S:!5, No:>lc st., bet Baker and Seminal y 
ave.. Frultv.ile. 
____„__„ 


UNFURNISHED HOUSES 


FOR RENT. 


FOP. RFN'l — 10-room house 862 Harn&on 
st. 
Aiip'y at -17,' Sth st. 


woYifki^XT^-A 
modern 


2:6 Uak.and avc. 
Iiui 


laiul '.*:<>• 


S-room house, 
ie pi one Oak- 


sts.—Just 
hot and 
um; electr'c 
COIU 
Wili-ei 
in 
evt-'ij 
i^^i.., 
-. 
lights; 50c to 52 per day; special piice 
for permanent; must lie seen, open all 
nisht. -\. VAYSS1E.__ 


UOOD furnished room tor 1 or 2 gentle- 
men. 
Call at 1113 U cutter st.. rea- 


sonable rent. 


HOTEL ARLINGTON. 
Ninth and Washington; e.egant rooms, 
slnsl- 01 en suite; spec.al lates to ram- 
ilies, travelers and transients; Ameri- 
can or European plan. 


LAMB APARTMENTS. 120-122 
newly furnished, s.ns'.e anil 
Phono Oakland 1104. 


llth St.; 
en suite. 


LAIIC-13 furnished room for two gentle- 
_men._ Reasonable. 16H 5th M... uaklajid. 
LAItijE sutiny "front loom suitable tor 
two s-cnticmen; running water; elec- 
tric lights; also small room, 


TWO front rooms, complete for house- 


ksfpiiife. 
51159 Brown st., bet. 59th and 


(ioth, ort Shattuck ave. Take Shattuck 
cars. 


'i^\'O iarge nicely furnished &unny front 


room^ Tui housekeeping; gas range, 754 
_JelfLison ft. 


To 
ants, 
is tn 


irv to sell property or to find ten- 
BY 'J'lll'J USE OF A PLuVCARD 
tinst your bu.sme^s affairs and in- 


t;- to CHANCE. To use the cla?si- 


lied ad columns is to practically ellmi- 
ato chance from these _things. 


TWO 
nicely 
furnished " hnusekeeping 
room^ 
with all conveniences; close to 


IJOth and San Pablo a\t. 
2027 Filbert 
st. 
" 


MONEY LOANED 


On pianos, furniture. Insurance uotlclet 
aiarles or securities of any kind: no 
JIcity. Absolutely confidential: no watti 
delays: money -riven same day •» ap- 
plication ID receircd; lowest rates. em*t«t 
payments; we charge no commission*; 
we are the olfleat and largest company 
we«t of New York. Call, write, or phoos 


EASTERN 


BROKERAGE CO 
065 Wa«hinsrton street, rooms SO «nd a 


Phone Oakland C9QO. 
Open Saturday evenings until 9 p. a. 
Temporary San Pranclsro ofTlcea— 


K>4 Hayes street, near FMllmor*. 


DR. EMILIB FUNKE'S Maternity^ 
strictly private and 
confidential; 
fants 'adopted. 
Call or write to 


Rth at . Alameda, Cut 
__ 


Villa: 


TWO 
mutiny front rooms, furnished for 


housekeeping; no children. 1319 Peralta. 


TWO or three housekeeping rooms; also 


single room, neat Key Koule, no clul- 
dtt-ri; lel'urr-nce1-. 
IdoG yVcb.stiT. 


T W O i T u v T l y 
fun-.lshsHl 
housekeeping 


looms; SIS month. 
14-'4 1-2 llth si._ 


'IYVO furnished rooms for housekeeping; 
" mintites from Key Route, 1 blcck from 
Tcl.'sraph n\c ; will be vacant the 1st 
of t'ae month; no children. Apply 60C 
4.'d st. 


conveniences. 


aole for two gentlemen; 
loom. S"4S Telegraph av-e. 


Phone Oakland '902. 


oorn with bath; suit- 
also single 


NICELY furnished tunr.y rooms; electric 


liKht; running waler 
125 13th st 


f^T^KT/Y furnished sunny room, suitable 


for one or two gentlemen. 
&oi_ llth St. 


THRICE unfurnished 
rooms for houso- 


kceplns __ 337 JJU st 


THREE" farnisheil 'rooms,, 
suite, 
for 


parlor floor; clean; con- 


vtmenr; adults only. 
4G1 Moss arc., 
nc u rfVHpp:rapri nv<\ _ 
_____ 


LAD1CS! 
Ask your Druss'st for Chl- 
chester Pills, the Diamond Brand, tor 
25 vears known as Best, Safest. Always 
Reliable. 
Buy of your DniRgi-'t. 
no other. 
Chlchesters Diamond Brand 
Pills are sold by Druggists nverywm-je. 


LADIBS. whpn suffering from any ail- 
ment consult 
DR. 
A. WHIT*:: 
the 
latest Euronean methods: consultation 
pratls; results pnnranteed. 
516_ 9tli St. 
Plione Oakland 5523. 
Hours^ 10 to 9. 


MME. 
Pra 
trie 


DR 
E. 9IMON, formerly of San 
ncisco, graduated midwife anfl dec- 
Ian; 
ladles' 
specialist; 
treatminl 
•" 
' ' 
Office hours 12 to 3. 8130 
confidential. 
. Frultvnl* 


PHYSICIANS' DIRECTORY. 


DR. 
FRANK 
STIMNER 
Chronic and 
nervous diseases. 


Washington at. Hours 2 to 4 p 
m. 


DR F W. D'EVELYN—Office. 2115 Cali- 


fornia street. Snn Francisco 
Tele 
phone West 1144; hours 1 to 3. Resl 
dcnce 
2103 Clinton avenue 
AUmeds. 
telephone Alamerla 150; hours. 9 to 1 
a. m., 7 to 8 p. m. 


DR D D CROWLEY. 212-213-214 Cen 


tral B:ink building. 
Office hours, 2 ti 


3:20 and 7 to S p m. 


VIAVI. 


THREE furnished .. 
hath and gas, reasonable. 
E 21st 


hous-skeeplniT rooms; 
- ' 
Call at 1020 


ROOMS .ND BOARDING 


r.USI 
T.i.anl. 
home 
comforts; 
lai'g'' 


Bi'uun.ls. poich; near train on car lines; 
rfasonjb'e 
.N W. corner 13th ave., t 


21st ,t., Ea.st Oakhinci. 
_ . .. 


OIHLiD tn bn-iirl; boy prOiCtrod; no other 


small rnildnn. 
C27 14th St. 


FOR JU--XT — : nie modern i-room house. 
near h. 1'. louil and on = trtet car line; 
walking (l.-:l;inL-p to Broadway; laigt 
yard with herrlcs. ott.; seal's leaso 'f 
v/antpd. 
Kr-\ at People's express Co., 


ftjll 
RE N'T— Unfurnished 
large 
sunny 


tight-room 
hous-e; neuiy 
renovated; 


1 ot water heating; electric light and 
fc'as; large garden. with fruit trees. Call 
on premises, T.3J 19th st., between 1 and 
4 p. m., orownj^^73j^THc_graph_ay_e._ 


FOIl RUNT — Comfortable, 6-1 oom flat; 


IHW; 
latest 
irnprove'iienta. 
5985 


NICP.LY funiishcd fiont r.'Om In bubinesb 
center for gentloma_n._ 409 10th st. 


XE\VLY~Tufnished sunnv rounij, suitable 
for one or two gentlemen. 
855 d-o.c 


St., h. t__7_th and Jit h. 


NTOl-ri'Tont parlor suitaole lor two, S15 


month. 
015 16th st__ 
JJLS1RABLI: sunny loom, with board In 


NlCT;LY~rurnl-,hed" front "room with use. 
pj-nale_fl_m_il^Jiom^_MO_k!M|^Go!>J_!>th. 


ot kitchen an'l dimnif room, comfort- | ;-L)Ii* ;{~lm7 ro'om'with board, enll at tnu 
aol" anil honujlll-.u: for cornle or t«o 
~ _n.st_ciKi, iarniiv boaidir.c-nouEe "" 


laiitc:,. 
Ii'iiuire 5i.a 20th St. 


NIC'ELl'" furnlsned sunny single room; 


cent nil; 
JL-5—1^ '^-''i- 
- 
OXI-] n"e\\-lv furnished sumo' room, suit- 
able for "gf'itlernan; 2 blocks from Key 
Route 
S9S(i Lubk st , west of Grove. 


ONE or 2 furnished roomn to let; gentle- 
men preferred, bath anfl phone. 
iiM 
Madison st, Oak-st. station. 


looms with board; bath, 


KUt. and phobic. 
1012 Telegiaph avs. 


r'll:riT~Cf.ASS board and sunny rooms; 
private home, within B minutes 
walK 


of nairow gai.ge arid Key Route depots. 
J27U Il.mlbon st. 
' 


Grove st. 


FOR RF.NT—Fine new 7-room house; 


beamed c-lllng' 3 fireplaces; sunny cor- 
ner' 
choice 
nelghburbood; 
near 
car 


lines; adults; 
$50. 
Apply Box 
6179, 


_Tr|btineJ 
FOR* RENT—Modern house of S rooms 
and bath 
Inquite phoru;_Oaklanil 4S70. 


FOR 
KENT—r;""roor"T 
cottngi1. modern, 
new 
1"76 56tli st . ore-halt block of 


San Pablo ave. 
Two blocks to S. P. 
Co. ferrytram; Kev next door. Phone 
OaklantF 21!>o. 
Rent 


blocks to 
ext 
S2S. 


house, 7 rooms anil bath; large 
yard. 
Good watei 
5.101 Uruvo St. ___ 


flat, 
5 rooms, 
7th 
-st 


bath; rent 
XEW modfin 
reasonable. 


' 
STTRTXCNT INO CO . 
317 San Pablo n\e.. 
phone 
Oakland 
3:60; renting our special!:.. Do you wish 
to r"nt your hous-j. cottage. Hat or lur- 
nlshed housekeeping rooms,? 
If so, list 
them with us: we Kin rent them frr >qu. 
Cottages arc in demand; if you are loo 
ing for a rent cill anci see us. Furnished 
apartments for sale 
535—New 7-room. 2-story house, elegan 


finish: 2 toll.t-i. hath, polished Iloors: 
near business center and car line, larsje 
lot; :-rm. house In rear: chicken housu. 
etc 
Call Til^6 Fruitvalp 


'ARLOR, S5; loom in the bod and cot for 
3; $2 eacn: rooms_fO£jtl17^__^l_2jJth^ st 


Rl-CMS 
sirgle 


for rent—llignon, 
or en suite. 


12th St.; 


REFINED couple or gentlemen can se- 
cure beautiful =unny rooms with valer 
single or en suite; in prUate lesidcmce; 
near Broadway and two locals; con- 
genial 
siiriouncllngs; 
rtflnecl 
atmos- 


I'h' re; 
references 


ings 9 to 10, 
n^on st 


exchanged; 
morn- 
evenings. 
1387 Har- 


SUNNY rooms, 


good location. 


overlooking Bioadwav; 
Apply room 1, 4IS llth 


THE MODEL 


h^ best rooming house in Oakland 
the pi ice. Single rooms $1 ,"iO, S2 and 


- u»rl ":,c- 
:!2." 9th St.. noal SVebstei 


IIi.ST-i'ljASS b-iard anil lorlfflnff in prl- 
vat" home. Phono Alameilli WO. 


FLOOR of three handsomely furnished 
•ooms with nrst-ilass board, bath, -for 
re-lined people 
liOo Central avenue 


Phono Alameda 1757 


L"\R~GE~front loom with board for two 
gentlemen; Alice st. 
Phone Oakland 


6513. _ 
. 


L.-vRGF/sllnny alcove loom; good family 
coard 
tI621 broadvvay. 
Take College 


ave. cars 


A HOME treatment for' mother" arn 
daughters; booklet f:-«e: write for H 
Vlavl Company. 310-?.'0 Centra! Ban* 
BMc.: phone Oakland 252 
— 


MONEY TO LOAN 


our Terms on Loans before borrowing 
money 
on 
FURNITURE. 
PIANOS. 
SOKSES. VEHICLES, etc. We have 
the best proposition. 
NO 
DELAY. 
NO 
PUBLICITY, 
HONEST DEALIXG. 
COURTEOUS TREATMENT. 
EVERYTHING OPEN AND ABOVE 
BOARD. 
Give us a cal' 


HOUSEHOLD 


LOAN COMPANY 


Room 3. Macdonough Bldg. 


14th 
and Broadway 
Phone Oakland 69=0 


San Francisco Office— 
Rm. 70, 509 Golden Gate ave.. cor. Polk St. 


Phone Market 3i29. 


LOANS 


TO WORKHNQ PEOPLE 


Are you emploved? 
go yon earn a salary or wages? 
JJo you ever need a little extra cash? 
Sometimes? 
Then see us. TVe make accommodation 
loans from $30 to fSO to working people 
•U ,on nofc: no otlir-r securitv necessnr>' 
J..pnl wth an old established and reliable 
llrm 
There Is n dWorenre. as regari 
service, in whci»> you deal. 


PACIFIC LOAN CO. 
ROOM 305. 
BACON BCILDIXG. 


llth and TTashir.gton Sts. 
Open every day until G 30 p. m. 


F. O' 


Anv amount on furniture, pianos. 4t» 
monds. cows, horses, vehicles or any 
Kina of security; lowest rates; no pub 
"city; pay as you please, and wh»n 
you please on account of principal: In 
terest reduced accordingly. 
Call, writ 
or phone W. F. O'Banion, 458 Ninth st. 
who represents the oldest and most rs 
nnn.e chattel mortgage company In Oak 
innd. and ho will call upon ycu. 
Phon 
Oakland 
4?,fi<t. 


VALPEAU'S FETv7A"LE PILLS. 


VALPEAU'S female pills are sure; best 
regulating pills sold: price 52.50 by cx- 
prass. 
O.suoods.' Drug Stores Oalt'and. 
"OSTEOPATHY. 


Electric Light Bath 


FINE EQUIPMENT. St. Paul Bltlg.. 12th 


jind Clay 


DR. F. "X~LACET, Specialist tn Oats- 
opathy, Elcotio-Therapeutlcs. St. Faul, 
12th 
and Clav fits 
___________mft 


HAIR GOODS. 


SWITCHES, Pompadours, nnd all kinds 


of hair Roods; an immense stock Just 
arrived from th? East; come and .see 
our display; 'Hi worth 
your while. 
Chns 
Hoffman & Co . Room 15, ll-j. 
Washington st ; upstairs', remember. 


NICE iuiMlshoil rooms with good board; 


:>i fnramnrl-itiops for 6 
459 Moss ave 


NICELY -mulshed modern rooms, with 
or without tao-u-d; centrally located. 60.. 
19th 
st ; phone Onkl'ilK^Ojg^. 


NlTTBlaiSf1 sunny furnished room and 
boaul; suita'ilf-; 'for 2 gontlemen, near 
Kev Route station. 
491 Merrimae. 


PAT.il INN, 3.!i 26th st., Oakland—Fam- 


ily hotel; Inrge airy rooms; Ixsautiful 
lo'''atlon near Key Route station; 
uO 


__niuiute5 to San Francisco. 


I f>7,rT\ i -j 


THE ATLANTIC 


yri'i Franki'n, near 9th 
Newlv furnished looms, transient 


.. 
" „ * 
fPjl 
ri:ilri,> iicl 
permanent 


FURNISHED FLATS TOR 


KENT. 


FOR RENT—Handsomely furnished four 
room flat; piuno. gas and coal lanije; 
large ground^; beatitlful location lea- 
sonaole. 
1730 9th avert-". East Oak- 


land, near 21th st. 


FOR RBNT furnished—1 rooms, bath, re- 
ception hall; B blocl.s fiom City Hall. 
Apnly 33! 29th st 


NICELY furnished i lean 5-room ttat. near 


electric oars and S. P. local 
1063"!; Ponlnr st. 


SIO month. 


UNFURNISHED FLATS TO 


LET. 


Belimorat: Apartments 


Telegraph avenue, near 3Sth street, two 


blocks from Key route Station: large 
sunny suites of -1 iv.ims, bath and laun- 
dry. Apply on prem.bcs afternoons. F.t'l- 
grences. 
FOR 
RI-NT—L-l-'autiiill new u-ifurnished 


flat: central; 6 largo sunr-.y rooms, gas, 
electricity, S coal grates, adults only. 
545, 
67. 13th st. 


ne\\ tur- 
FIVE-room. modern flat and fine new i 


niture. 
Call Surulay or liefoie 10 :i 


and aftor 7 p m- 
4S7 PTo^poct_._ 


m. 


THE STANLEY HOTEL 


Corner 10th and Webster Sts. 
Just opened! 
Liu ire, sunny, modern 
rooms, must be seen'. 
7oc to 52 day; S< 


to SS week.Phine Oakland 7124 


THE 


Furnished rooms, 


ments. 
1070 Jer.ers.-in st 


all modern Improve- 


E. J 
COTTKR._ 


TNVO Uirge .sunnv single rooms for gtn- 


tlOTion. un Oakland ave.. Linda \Ihta; 
i et'ererier's; 
bactuouni 
adjacent. 
Bu c 


tU'i-. Tribune. 


T\VO~tui-nlshed rooma, $10 and ?16. 
67> 


3')6 2Jd. nr Grove — New 
;md elegantly furnished rooms; bath; 
electric 
lights; 
telephone; 
spacious 


grounds. 
__ 
__ 
__ 
_ 
__ 


TWX) sunny furnished 
roo'ti . for light j 
houseki-epin-r, no ohiUU'jn; use phone;, 
,.-... ,,- ..... ino Filbert. ' 


ROOMS anrl hoard 
Terences. 


lor two. 1167 Castro 


ROOMTw" it'll IjoardT"privato family, 
reasonable. 
531__M"rrimac St. 


;LH)^[ :ind boprd, $-0 per month 
13"G 


Chestnut st^ 


Sf""N"XY~Yoomf-. suitable for two or three 


yontk n-ien; reasonable; with best board, 
tTS llth. t-c 
. 


The 66E1 Reposo" 


FAMILY TIUVATE HOARDING HOUSE 
Nin'ly nut'-ny rooms, Eiingle or en suite; 
ling- " sicund.-, delightful surroundings; 
sple1 did lucatioa, two blocks from Lake 
Men -tt. 
LnJer new management; con- 


fl'Kti'd strictly fitst-claas; lates reason- 


T\V1.T>FTH STREET, 
Corner Third Avenue. 


INVALID CHAIRS. 


SOLD renter, exch'd; mfr. Eamcs Tri- 


cycle chair. 1808 Market. S. F. Fell 9311. 


CHIROPODISTS. 


CHIROPODIST—Dr. Elizabeth Johnston, 


chiropodist and electric needie special- 
ist. 
130E> Broadwny or 12 Telegraph; 


phone Oakland 1S35. 
^^ 


HAIR PHYSICIAN. 


DK. M. M. CARTER, hair physician- 
Diseases of h?ad and hair treated; 
scalp and fauit.1 masaage. shampoomsf 
and manicuring. Rooms C7 and Gli. 10G5 
Washington st.; phone Oaklnnd 3"04 


MASSAGE. 


If You Need Money 


'"'M/L ANn pirr; TS 


jTAR LOAN CO 


:07 Bacon Bldg. 
Phone Oakland r,'!r 


Anv lirtv or gentleman having stead 
employment cnn open rm account w't 
is without collateral mortage or 
•Inrsor 
Your nus!ni"i* Is strictly c..,,. 


If-ntlal, no unpleasant Inquiries," nrivtit 
offices. 


DInmcnrl 
v.if lon 
f-nrinilential. 


DOOMING HOUSES 


SALE. 


FOR 


W. R 0' 


458 Ninth Street 


OAKCAND 


Do not overlook the foll- 


owing good buys i n 
ng Houses and Business 
Chances. 
* 


rooms, new furnished. 5 years' 
lease; rent $125; clears $155; a 
clean buy at 
$1850 
0 rooms rent, $45, 1^> years' lease; 
don't overlook it 
$850 
0 rooms; rent $60; all new; can't be 
beat 
S 750 
rooms; rent |27; a little gem 
$ 550 
rooms; rent 
$2T,50; 
nicely fur- 
nished 
$ 
rooms; rent $35; all rooms rented..$ 400 
1 rooms; rent $«0; lease; a little 
money getter 
S 800 
8 rooms; lease; Washing-ton street $4500 


Restaurants 


A little dandy, doine fine business; 
low rent; in center of business. .$800 
This is worth looking up; 13 tables; 
5 private clining rooms; bar tn 
connection; rent only $60; one 
yaars' lease, %vith 
privilege 
of^ 
extension; only 
$300( 
Look at this little one for onlv 
$ 350 
One of the best pnylns and lanrest 
restaurants in Greater Oakland; 
bar In »onnectlon 
$7800 


Saloons 


sood Broadway proposition 
J4:(K 
Another cheap buy 
$1800 
Still another; Ions lease; low but 
well located 
5SOOO 


Book and Stationary 


One of the best .stocked and equip- 
ped book stores in the city; rent 
»:5; lease ono year 
$2000 


Livery Stable 


Doing: a pood business; 1G horses and 
riss; full of boarders; rent $50 
with lease; o^ner has other in- 
terests; for a quick sale 
$1000 


Wood- and Coal 


horses. >. wagons; sales from l"5 
to $100 a day; lease one year; rent 
$15; storage for over 200 tons ot 
hay; owner going on ranch 
he 
owns; it will pay you to invest- 
igate this 
*:60' 


Grocery Store 


One of the 
best 
located 
grocery 
stores in the city; cheap rent 
with lease; other business; must^ 
sacrifice 
• 
f -^y 
Another small one 
i .i'J'J 


Cigar Stores 


Here is your chance to get a. hold of 
a real paying 
clear 
store on 
•Washington street; owner going 
back to city where he has other 
interests; 
fine 
lixtures; 
Rood 
stock; reasonable 
rent; 
cheap 


at 
• 
$]3no 
Another fine little snappy stand at..$fiC<3 


Tailoring and Repair 


HOUSES FOR SALE. 


A Bargain Ht Elm hurst 
Four-room cottaje for $1300; J500 down 
nnd balance at 112 per month; lot 40x190; 
^ath, hot and cold water; screen porch; 
one-half block from car line. Don't mls» 
this. Call at 1303 Broadway. 
FOR SALE-A BARGAIN 


For Ten Days 


Must Sell 


New modern 5-room cottage near Tele- 
graph ave. and Kt>v Route. 
See Owner 


lifrl 59TH ST. 


12-ROOM hou«e with two sleeping room« 
m basement; suitable 
for 
boarding 
house. 
Duiant, near Shattuck. Phone 
Hcrkeley 33 U. 
^^^^^^ 


>'OK fcsAl-K—New nouses, 4 to 6 room*; 
price $?000 up; 0mall cash payment, 
balance same as rent; ne*r transporta- 
tion. 
Box SS59. Tribune. 


MODERN 'sii.-room cott»g«, hi«h base- 
ment, Just finished; ail panels In red- 
wood; no t-laster. 
Apply 480 58th St., 


or 57J 6^d --t. 


NEW two-sttry residence. 6 large sunny 
rooms; all modern comeniences; large 
lot: close to Key Route and S. P. sta- 
tion; half I lock east of Grove. 
Owner 
on premises 747 59th st. 


FURNISHED 7-room. bath 
--story house for sale. 
37 
a\ e . near 1'earl st. 


and pantry, 
2 Walsworth 


A NEAT litt e home cheap; all improve- 
ments; 
in sunny Melrosc. 
Call 1325 


52d a-\ e. 


$4500—Modern 5-room house; tile, bath, 
basement; small shed in rear; lot 37V&X 
115. See ovner, 468 37th st. 


FOR SALE—« a sacrifice, modern 6-room 
cottage; 
ct'Ve ceilings; elegantly fin- 


ished; largo barn and garden, lat 50x120; 
this* properly is very convenient both to 
schools anci local trains; y_ block to E. 
14th 
st. 
]:!24 52d ave., Fruitvale. 


$5000—Pair I'ats and new cottage; rents 


?t50 month, will sell separately; 
best 
part of Frt-itvale. Owner, room 7, 1194 
-3d ave. 


In business district: cheap rent, with 


Icaso 
* 


Bicycle Repair Shop 


A fine supply of tools and everything 
needed In said line: : years' lease; 
rent $16; water iree; only 
51350 


3S°5—MOXEY 
v.itchec anrl .Ipwpiry: pr 


lepartment: business 'strirtly 


American 
Loasn-JeweJry 


Company 


P01 PRO \DWAY. 


UBKTtAL lo-ins on diamonds, jewelry, 


sral=klns, furs, indir-s' nnrt Rents' r.n» 
clothlnp. 
etc.. banklnc rates; ladies' 
private offices: we h:ne fire and burg- 
lar proof vaults on premises. Califor- 
nia's ]ir{rfBt pawn hrnkrrs 
GOr.nVTATRR'F T.OAX OFFICE. In-. 
S4I Broadway between fith and 7th sts. 
~ 
~ " 
.. 
Ixians on real rstnto. 
BuiMInc; loans. 


FROM 5100. anv amount, any proposition 


on realty. 
DU P.AY SMITH. 
1013U 


OAK'LAN'D LOAM AND TRUST CO.— 
Polary loans: established seven years. 
Room 25. 100*514 Rroqdway hours 3-4. 


MONEY 


DAA'IS—Magnetic and electric treatments. 


Parlor 4, 509 10th st. 
Select. 


ENID "MAURICE—Massage, 913 Broad- 


wa. , ioom__2. 


FKA-CKlliT^V-LijIAMS of San Francisco. 
1241 Uroadway, rm. 5, to right; massage. 


LOU "CARTER—Alcohol 
massage. 
813 


Broadway. 
Rooms 3 and 4. 


SALARY. CHATTKL and REALTY 
LOANS 
We are In th? busin°sp to acrommo- 
ditf1 F.ilnrit-d employes, just on ynnr nnto. 
withoiu securitv or endorser. 
Business 


confidential; rennvable in small weekly 
or monthly payments 
Money ready the 
same dav you call. 
THE STRTNGL'K LOAN CO. Office No. 2 
THEO. J. STRINGER, Manager 
Room 
~i 
KilS'i BrondwTV. 


have a client who wants a pood 
peneral 
mcn-hanclise 
store 
in 
some good f'iot hill town; will 
Invest from $4000 to S6000. 


W. Fc O'BANSON 


458 Ninth Street 


OAKLAND. 
TELEPHONE OAKLAND 4369 


BARGAIN. 
PRICE REDUCED 


TO 


SALE—Two-story house to be re- 
moved. 
Cnll at 177 East litli si.. SW. 


cor. 4th aie. 


"IV}3~RO6M rustic finish 
cottage: 


40x103; street 
work 
complete. 


Aileen St.; price S3700. 


lot 
S19 


. house on 7-ft. basement; 
lot JOxlaU; 1-2 block of car?; center of 
Elmhurst; $3000. Eusy tenns. Box 112. 
Elmhurst. 


TWO-ROOM house; cement sidewalk; _S 
root well; chicken houses; fence; one 
block of cars; 5550; tarm to suit. 
Box 
112. Elmlu rfct. 


TOR SALB--Story and a-halt house E 
rooms furnished and email house in 
rear furnli-hed. 
Also cottaffe of four 
rooms fun.ished. 
Singly or whole in 
West O.lliltnd. 
Owner, 1810 6th st, 


FOR 
SALE—S-room 
bouse, 
furnished 
electric lights; barn, chicken pens; lo- 
cated 3909 Boulevard and Prospect ave., 
Fruitvale. 
For particulars see owner 
at house; no agent; terms; call 1 to 4 
p. m. 
________ 


FOR SALE—-By owner, very attractive C- 
room mod. house; nearly now and extra 
well built, choice location and con- 
venient to S. P. locals and two elec- 
tric lines; piicc reduced for quick sale. 
Apply dlrc-t und save agent's commis- 
sion, term.! $000 down and balance lik« 
tent. 
14CO 24th avc.. near E. 20th st. 


A NEW modern 5-room bungalow, near 
terminus Key Route -tatlon. Piedmonf- 
Apply R. Condy. 4042 Piedmont ave. 


BARGAIN! 
T^room modern house; lot 


54x142; improved SlCfO cash; bal. easy 
payments. 
Take Fruitvale 
cars 
to 
Nichol a-vf. 
Walk 2 blocks to Pera.lt* 


nvo. No. 2107. 
Big 
little 
transactions 
ones—out of 
often grow out of 
something 
write* a 


_ 
_ 
_ 
_ 


rOR~RALi_rOR LEASE^A. sunny twelve- 
room 
bo is-f 
In 
perfect 
condition. 


4 uU;cks f -om Key Route station and 1 
block frorr street car. Box 6111. Tribune. 


FOR SALE—Cheap for cash, houso of 
8 large rooms, bath and tubs, gas, ter- 
raced lawn; lot 40x120. 3 blocks from 
Key Route. Apply 1331 Chestnut St. 


FOR "SALE —S1250—House of 2 rooms, lot 


40x89 1 block from car line, 5 minutes 
ivalk fron local; a bargnln. By owner. 
Box GuG5. Tribune. 


BERKELEY REAL ESTATE 


HOUSES 


A house most .beautifully 
furnished 


new; oak. birdr-eye 
maple, mahogan. 
brass beds ond rich body brussels rar 
pets; very centrally located; absolut"!: 
the cleanest and most quiet rooming 
house In Oakland; low rent; monthl 
profit above all expenses, S2CO; which can 
easily be doubled if run high-class tran- 
sient; long lease: must sell on account 


f leaving for Europe. 


M. ORIFFIN 


1103 
Broadway at 12th St., Oakland. _ 


MONEY to loan by private party, 
dress 31G Nicol a\e., Fruitvale. 
Ad- 


_ 


TUp; 
RUGi ITON. 
574 
Sycamore st.— 
Fiimilv hotel, strictly first-claas; suites 
or ••ingio; n-wlv luinlshed; 3 minutes, 
walk to Kev Route, - to City Hall; large' 


_ 
_ 


TlTT DOlilt-.', OlTcaptro s-t, in handsome 
rcsid'-nc-- 
newly turnished or 
unfur- 


ni'-hee! rooms, w'lth board; special fam- 
ily i.itos. n'terences. 
_ 


TIIR KINVON"; newlv furnished sunny 
rooms; with first-class board. 
Corner 


l i t n and Castro sts. 


Kev Route; monu day. week 01 month. 
Baths. 
teleohore. 
etc. 
Transient. 


Phone Oakland S.Sl). 
TTliEli nicely lurnis: ed rooms for rent. 
Gentlemen preferred and a o-roorn :lat. 
571 21th st 


LULA 
CIRCLE, 
magnetic 
massage. 
Room 11, 903', Washington st. 


MRS. LANG—SC4 Washington st. 


20 and 21. Friends call. 


MARIE MELVILLE. 


Swedish mussage. SG2 Broadway, room 
11. Best service. 
MISS CLIFFORD, 


Oth St.. suite 11. 


alcohol massage. 4JO 


by the lady formerly of 405 


Kearney st", now located at 1422 Turk 
st.. (Star Hotel) room 6, San Fran- 


MISS ARCHER. 12-11 Broadway, room 
to th" right, massage. 


MISS I3ARLE. nlcohol massage. 
Room 


2. SB") Washington st. 
Select patrons. 


MISS NORWOOD, alcohol massage, room 


15, Pacific House. 8C9 Washington st. 


TUB baths and scientific massage. 


23, 6:,0 Thirteenth st. 


Suite 


HOTELS. 


MONET .oancri salary people and others 
upon ilielr own name? without pe'-ur- 
Jtv; chenpest rales easiest payments: 
offices In 59 'principal cities; save your- 
self money bv gpttlnj. our terms first. 
TOYMAN. 
7P? Market st., 
formerly 


5Bri Farrnit B^dtf. 
.. 


DON'T borrow on salary until you see 
me. 
F. A. Newton, G13 Union Savings 


MONEY WANTED 


YTAXTP:D—?2500 for one year at 6 per 
cent net. 
Will Rive first rnortsas"' OH 
splendid residence property. 
Box 0-146, 
Trii.une. 


WANTED—A loan of $10.000. Will give n 
first mottgag-e on (rood irside property. 
See ^D. X Knapp, 952 Broadway. Phone 
Oakland S04T. 


"WANTED—To borrow S1COO for one year; 


!i per cent interest; ?ood security; $"200, 
pood security; interest of S per cent 
net. Wanted, to loan J500. 
The Wol- 
cntt-HnuBh Co., Broker?. 952 Brnad.vay. 
Oak lit n d. Cal. 
Phone Oakland r>67ri. 


FURNITURE FOR SALE. 


etc. ' Phone Oakland '1589. 


THI- 
ELWOOD. 
892 
Sycamore 
street, 
furnished rooms, with f.rst-ciass table 
board; terms reasonable 


FOR RKXT—Two ni-w 5 nnd 
b room 


tlats1 price S«1 and 
$!."> 
Sth a-. e.. bet 
litli'anrl llth sts., Eait Oakland. 
Call I 


•101 East 10th st. 
\ 


FOP REVT—Five room apartments, hath j 
and laundry; strictly modern and up-to- . 
date In every particular. 
^3 .\yx\r 


at 
between oSth and 39th. near T-IO- 
Kraph- two blocks from Key Route sta- 
tion, 'inquire at premises. 


TO LET—Sunny furnished bed-room .for 
one or tuo sen.lcnu'ii 
Priv.U'1 inmily; ' 
modern com emends. 
- 
L(J7 Merrnn LC _pt. j 


T7TF7~AVUXD.U.K. S"4 JHii St.. 1 block 


trom. Telegraph ave.; new houce: new- 
lv furnished, pleasat't looms, with 01 


thout prUate bath 


WA..XTED—To board 3 or 4 persons; one 


nice front room; also others; French 
cooking. 
l('l __l_-2___.Vood_st 


TVT3LL~tiirnished room In good location; 


near local; private family. 1020 Jackson 


IIKFE and tour furm.-heil apartments; 
private bath. 
"Dlrmias" Aoartments, 


30S San Pablo ave. 


FL-AT 
135. 


to let. 1665 Grove St.; - rooms; 
Apply 1071 Broadway. 


FDR PENT Two new 5 a"d G room flats; 
or.ce S3 it and S30. Mead ave., bet. 10th 
and llth "t. East Oakland. 
Call 404 


East 10th st. 


THE <":T/1D1-: HOTEr,. 


13th 
AND 
r.ROADWAy. 
OAKLAND. 


ROO>tS !-'l:OM 50c UP. 


s1;- Washington St.. bet. 
Nlcei:' furnished rooms. 


LOWCR flat of D rooms at 1373 12th av 
MODKRN i'r-room flat at 
Ci3 10th bt.: 
also two new housekeeping, room*, near 
Castro 
______ 
__ 
_ 
__ 


st.— For Ren.— 3 
bath: new fiat. 


sunny rooms. 


FOR RENT—MISCELLAN- 


EOUS. 


A BEAUTIFUL large barn for horses or 
automobiles; very, convenient, wttn i mi- 
ning water and cement wash rack con- 
m-ctms with sewer. Phone Oakland 23-1, 
&05 Broadway; landlady 


A B\RN with room for - horses, wagon 


and_hay for rent. _!69_E. llth st. 


FOR "RENT—Tent IBxlS. with cook stove 
and cook room attached; for rent: noor 
In tent. 3119 Lloyd ave., Fruitvale: un- 
der Cypress trees; In good location icr 


7th and 5th. 
Tranciont. 
VMS du Lac Apartments 
Most iilecl i-i OikUnil. I eautifully fur- 


nished: also ua.1 irnishc.I 
? and 4 rooms; 


sunny corner fni-IriK L \ k > - Morritt. Refer- 
ences. 
Third a\<-i!U.' K 
lilth st. 


VERT cle^lii'ote Lir^ sa'ny front room. 
suitable for o:u-- ur tr..» £entlem»m; ono 
block f'Tim local en car line. 311 Ade- 
line. Phone OaKli^-l :'3S~ ,v 3483. 


1015 I.TXDrrX—Sunny furnished 
rooms; 
J10 and $1-' ppr month. 


C39 PARK AVE.—Manu^ome sunny 1'ur- 


nishecl front 
room; suitable for 
two 
gentlemen. SIO. Double bed. 


FLUELESS AND ODORLESS 


GRATES. 


Burns more air than gas. 
Has absolutely no odor. 
Costs loss than 
V? cent per hour. 
Supplies Its own ox/gen. 
"When buildInff. demand It. 
HAMILTON GRATE CO.. 
*"*-"• 


S AND OFFICES FOR 


RENT. 


FINE STORE 


00x7j. 
Could be subdivided. In choice 


tef-T.il 'or niiinufacturinE district. 


859-SljL Clay sL Apply 512 7lh st. 


FOR RKXT—Large corner store; special- 


lv adapter! 10 the 
grocery 
bu&iness. 


5999 niovo st. 


FOR RENT—Stqre at 59S7 Grove st. 
H-VL-T of office to let. 


llacnn 


OFFICE" 


10th f.t. 


Apply room 27 


rent, 3x14; jjood location. SSO 


HOTEL ST. PAUL 


Clay, 
European 
; 
roorna; 75c to $2. 
week; elevator. 


—Comer 12th and 
)lan; 
200 furnished 


>0 day; $4 to 
.12 


FLAT of 6 rooms to let; rent $52.50; fur- 
niture for sale for 5400. 44 8th st. 


FURNITURE of Fix rt^ms for sale and 
ilat ioi rent. 
S2S Magnolia st. 


HOT-EL GIBSON 


The leading European hotel of 
[and: all modern improvements. 
1016 Clav St.. Cor llth St 


Oak- 


JUANITA HOTEL 


322 SAN PABLO ATE. 
Comm'l and tourist trade solicited: all 
outside moHern rooms, reasonable_rates. 


WHERE TO EAT. 


COTTAGE RESTAUP.ANT. 473 lOttl. •oct. 
Broadway and Washington 
sts.—Beat 
and most popular eating house at pop- 
ular prices: waffles a specialty. 


GRi.Y'S home dining room. 
1-5S Clay: 
dinner every nisht, 35c; special chicken 
dinner on Sunday from 4 to S, 50c. 


l'RXITURB at your own price; in ex- 
cellent condition; party leaving Thurs- 
day: don't miss this chance. 
2205 Mc- 
Kiiilev ave.. Berkeley, cor. Alston way, 
one block from Grove st. 


HOrSKHOI..!} good? for sale: cost Jl . 
will be sold' for $90 cash by May 12. 
Call or write to W. S. Sherwood, Beau- 
Ian >H11= College P. O. ' 


>TC"W furniture consisting 
of 
dresser, 
chiffonier, comode. ru^F. chnirs, ccucb, 
table, pillows and bedriin^ nt a rei2uc- 
tlcn. Phone Oakland 1751 for appoint- 
ment. 


bedroom «ets; must sell at once 


cheap: two large oil paintings. 
100 
East 24th St.. call evenings only. 
MOVING AND STORAGE. 


COOK-MORGAN Storing & Moving Co.— 
Furniture pianos, merchandise, pack- 
ins "and shipping. 
Of flee. 502 Htto 
phone Oakland 3235, 


Successors to H. C. Decker. 
RUDY & ' SPILKER, 
RUDY & SPILKER, 


915V4 Washington St., 
__ 
Oakland. 


SPECIAL BARGA?NSlaFOR' THIS WEEK: 
^2 rms., apts.; all new; a snap 
ISims.; close in; Telegraph ave 
37 rms.; downtown; transient corner. 


S rms., modern flat, for 
LO rms., 3 unfurnished 
4 rms.; cozy home 
•• 


24 rms.; money maker; Just reduced. 
56 rms.; B. F.; bargain 


53800—Now cottage; 5 rooms and bath 
and ri-ceptlon hall; modern; lot 40x 
104; 
north side of Aileer, near 
Grove 
$loOO cash. 
{3950—-Five-roomed cottage; high tase- 
mcnt, lot 50x135; Occidental street, 
near :9th. 
$2630—Fnur rooms; cottage; north side of 


.'Oth .itreet, near Adeline; lot 35x 
104; 
51650 wish. 


LOTS 


2250—North side of 60th street, between 
Grove and Adeline; 40x135; one-half 
cash. 
1125—Nort i side ot COth. between Grove 
and Dover; 35x135; terms $400 cash. 


3300—Southwest corner on Prince, near 
Shattuck; 80x100; S1800 cash. 


;500—Mabel street; 40xlG5; terms. $100 
rash and $15 per month. 


I600—Carrism 
st., 
ncfcr 
Sa.n 
Pablo 
avenue; $150 cash. 


11400—Adel.ne street, near Key Houte 
station; 
3SxlOO, 
terms, 
$550 cash 
and i'20 and Interest monthly. 


700 
330 
4000 
4000 


800 


1500 


SOO 


. 
. . 
11 rms.; very neat; only 
38 rms.; a splendid proposition ....... 
5=00 


32 rms.; Investigate this ............. 3,50 
11 rms.; Broadway; owner leaving 


town 
.« 
......................... 
10 rms.; Webster' st 
.................. 
115 rms.; S. F.; fine house 
.......... 


IS rms., corner; very reasonable 
29 rms.; Berkeley apts.; see this ..... 3oOO 


8 rms.; S. F.; exchange for Oakland 
house 
.............................. 
10 rms.; very sv-ell 
flat 
.............. 


6 rms.; central; rent $20; yours for.. 
14 rms.; clears $75 per month 
....... 


24 rms.: full of boarders 
............. 
3 rms.; must sell 
.................... 
15 rms.; 24 boarders 
.................. 
7 rms.; newly furnished 
............ 


25 rms.; rent $40; lease; fine loca- 


1000 
1100 


Mo 
500 


2000 


ISO 


1200 


375 


tion " 
2100 
73 rms.. apartments; half cash 
11,000 


18 rms.; Berkeley; snap 
100, 
Country hotel and bar; all new 
35(K 


25 rms.; be sure and see this 
«OOC 


7 rms.,; S. F.; 
fiat 
425 


S rms.; Franklin st.; only 
360 
SPECIAI/— Fine country- hotel 
and 
bar 
*• 
To bnv sell or excharge, see 
'RUDY & SPILKER, 
Washington at., 
Oakland. 


A SNAP—Must sell quickly, 9 rooms and 
halh; nice sunny corner; cheap re 
$35; 
754 Jefferson St. 


ROOMING houfes for sale; bought an 
sold. Standard Inv. Co.. 833 San Pablo 


M1ONON. 715 12th 
St.—18 
rooms 
al 
rented; newly furnished five minutes o 
Broadway, with 
g'ood 'lease; income 
$33" 50 per month. See owner on pr^m 
ises. Standard Inv. Co., S33 San Pablo 


FOR SALE—J500; owner leaving town 


12 rooms, fuinished for housekeeping; 
all occupied; lease: rent reasonable; 
very central; 2 blocks to broad gauge 
station. 
Apply 981 5th ave., 
co:ner 
lOt.i st.,. East Oakland. 8 a. m. and 2 
p. m. 


rooming house you want, see 
1115 Broadway, jgprnei^ 13th st. 


INC. 


3303 Adeliee Street 


Berkeley, Calif. 


PACIFIC 
COAST LAND CO. 


2111 Dwig) t Way. 
Phone Berkeley !»U. 
Send 
fui 
our 
Weekly Bulletin, Besi- 


Bargalnsj Rpl^iaWe__Price_8. 
BERKELEY lots; marine view, maca- 


damized streets; sewers 
and 
water 
main.-; n} Interest, no taxes; ?25 down. 
J5 per month. Address Box C169. Trib- 
une. 
____________________________ 


LOTS FOR SALE. 


BUILD yo ir own home; largo high grad > 
building lots, 40x11)0 ft., south front, in 
Santa Fc tract 20; half block Grove St. 
1 block 
Key Route 
station; street, 
sewer, sidewalk complete; $100 dowr. 
balance monthly to suit buyer. 
Se1- 
owner a', once, 6104 Adeline St.; phon. 
Oakland 3760. 


FOR SALE—By owner, noitheast corner 


lot; 33 1-3*30; on 47th ft., 
close 
tj 
Grove and convenient to Key .Route; 
price $8r»0; ?360 cash; balance install- 
ments. 
Phone owner. Piedmont 203'. 


FOR~ SAL=:—$10 per foot; two lots 37V.X 


SO; near 31st and Market; mortgage 
of $1,60" can remain. 
Phone 5821. 


LOTS—SSE to $300; In Oakland's newest 
and mo.-1 attractive residence districi; 
is minutes ride from Oakland; 10 per 
cent cas-h; 15 monthly; no interest; no 
taxes; street, sewers, sldewall-o, chade 
trees; free information. Box 6912, Tnl.- 
une. 


IF IT 1» a 
Fuller. ' 


"STORE, LEASE AND SALK." 


S3 OuO business on a main st of Oak- 
land for sale, together with 2 years' lease 
at .90. 
Owner subleases 1-3 of store at 


»75- a soan: particulars with The Alden 
Co 
-6S 10'th St.. Oakland. 


UNFURNISHED 
ROOMS TO 


LET. 


unfurnished 
no children. 
upstairs 
sunny 
rooms; bach; gas range: 
1715 J^t'LJ"vo: 
TTVO" unfurnished rooms, suitable for re- 


rinotl couple. 
UL'4 llth st. 


THREE to four 
unfurnished 
desirable 
sunny rooms with 
gas 
and 
electric 
light; convenient to cars. 536 Merrimac 
street, near Telerranh. av«. 


RESTAUPANT. 
826 - S3S 


Washington, bet. tith and 7th. 
Good 


'"meals aUJiours, lOcjup. 
'EAST OAKbAXD and Fmitvale people 


WHY do" people flock to McLeoS's HOMK i 
rinst ^p Merrltt 3S51. Allen's Express. 
RESTAURANT 
AND 
BAKERY. 
256 ] 
mo,lnff and storing. 
_ 
12th st.? 
Because pure foods, a fmt 
chef and quick service are lis attrac- 


RICHMOND REAL ESTATE. 


TO LEASE. 


NEW iron warehouse, 50x90, to lease for 
term of years. S58^ 20th St. 


UMBRELLAS AND 


PARASOLS 


UMBRELLAS 
and parasols re-covered, 
repaired 
and 
cleaned. 
Embrolderel 
parasols a specialty. 
Whlttall Um- 
brella Fact'y, 605 San Pablo. 
Phon* 


Oakland 2009. 


Gauge Ombrella Factory, '-05 
. 14th st. Umbrellas and parasola made, 
' repaired, recover** 


LYO"N~STORAGE AND MOVING t.o.. 
lareeBt vans and warehouses; cut rat« 
shippers. 
S10-525 12th st; phone Oak- 


land 2071. 
Pl^ BUHHING Storage & Moving Co., 
furniture and piano storage and general 
expressage. 
Iron storage warehouse, 


859 32d st. 
Office. Sherman Clay and 


Co.'s 
Music Store. 


WE~ARE amply prepared to store your 
pianos and furniture In iron wa.rehouse 
at reasonable rates. 
F F. PORTER. 466 Sth st, 
Jjhone 


Oakland 1990. 


NOTARY PUBLIC. 


NOTARY PUBLIC—Legal papers care- 
fully drawn. Porter. 46« *Ui »t-; phon» 
Oakland IS SO- 


CITY OF RICHMOND. 
Dots In our tract will be advanced 


f25 May 15. 1907. 
Save first payment £ by securing one 
now. Take San Pablo ave. electric car«: 
onlv 40 minuter from Oakland. 
Buy of 
first hands. $25 down and balance easy 


. 


Monadnock bide.. Ban Prancltca. 
CARPET CLEANING. 


CARPET LAYING. 
Carpets relaid, refitted; cleaning it- 
tended to. C. L. Holland; phone Oak- 
land 1071. 


OGDEN 
Market. 
Ck-anlnir. 
Oakland 6it9 or 17»1. 


PITK1N. £arp*t layerl. 10*4 
' f. 
reflttln*. 


6T1CK to the old reliablt arm: Alanwte. 
Couaqr Carpet CUanlny Wwlu. «U 
IS «•_; phon* OakJaai !«4. 


M4UKBT STREET IXXT 


60x90, $^0, a snap. Realty Bonds an! 
Finance Co., 1172 Broadway. 


Your Opportunity 
No Interest- 
-No Taxes 


$5.00 a>!onth.~o"n!y 17'Cents a day, Is . 
„ good investment. Lots only 15 mlnut»» 
trom Cap tol site, Beikcley. 
Price From $200 to $500 
Including 
cement 
Bldewalkc. 
«tr«t« 


•work and water mains. Call at onoe 
EMPIRE REALTY CO.. 


1003Vf B-oadway 
Rooms 30-27 


THREE choice lots; center of Elmhurpi; 
with severs and street work done: S3:5 
each: t<rms If desired. Box 112, Eln-.- 
hurst. 
. 


$800—A BARGAIN; a lot In Santa F« 
tract street work and sidewalk donM. 
J Young. 3M4H 7th st.__ 


FLATS FOR SALE. 


FLATS 
\ 


Owner needs the jnoney to finish othur 
buildings and must sell at once a fin* 
pair of new flats. 5 and 6 rooms reape-- 
Uvely. 
Income t»00 per y«ar. 
Can da- . 
liver for f«o«<l. 
RuMell Realty Co., 
vfc. phon. OdteaC 
' 
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REAL ESTATE. 


LEA 


sale House, Cafe, 


GOOD ELEVATOR SERVICE. LARGE 


BASEMENT, AMPLE LIGHTS. 


CORNER 
BU.LDING. 
MODERN 
IN 


EVERY PARTICULAR. SIDEWALK 


ELEVATORS. 3200 SQ. FEET. 1ST 


FLOOR: 4000 SQ. FEET, 


BASEMENT. 


ReasomalbJe to right party 


CASHIER, 


Tritame 


gns < 


BBih ajnd Telegraph 


$700- 


35x100, close to College ave., Clare- 
mont district. 


$900— 


On 55th St., close to Telegraph; 25x 
110. 


$1250— 


each 
Two choice lots In Santa Fe 


Tract No 
IS, JflxUl. 


$1500— 


Rlcht on Claremont ave.. close to 
new 
Key 
Ront^ depot. oOxll)3; In- 


clude? all street work. 
This is S10 


a 
from 
foot 
less 
than 
adjoining 


properly. 


$4500— 


6-room modern house, 3 other rooms 
coukl hf finished at small rost; large 
lot 40x36*"': chicken 
houses, 
green- 


house, fruit tr«cs. water piped ovf.v 
lot. street work all done; this is in 
pretty loaction; SJOOO cash will swins 


See lis. We havp a fine list 'of bargains. 
M. B. SKAQQf 


59th amid Telegraph 


?90 per front foot 
f«ir an excellent buy 


on Telegraph ave , fronting on two 
streets. 
I do not know of anything 


In lots that is qmte as good as tills 


H500—A 
choice home site, 
fronting 
on 
Bush rod Park; taige tot 40x165. 


J25 per 
fi ont foot, anv size lot; street 
work done; verv desirable; Vi cash 


$2250—Corner lot, yi tixlOO. 
f4000—House of 7 rooms, high basement; 


on 
corner, 
one block from Tele- 


graph, ov* ry convenience. This can 
not be beaten m Oakland 


$32oO—An excellent 5-room bungalow; easy 


terms. 


?2S30—. .ew 4-room cottage; street work 


done. 


J1400—Snap; -I rooms 
57000—The 
bargain, 
of 
all 
bargains; 


double flat of ." large rooms, fron: 
and side entrances; lot 40xlt«. front- 
ing on Bushrod Park. Price \v-ll ad- 
vance when contract expires. 


To Lease 


Business property 50 by 100, on Sixth 


bt., 70 feet east of "Webster st. 
"We wll 


build to suit tenant; easy terms. I*iver> 
stable or garage preferred. 


MAKINS & WILL 


Real Estate 


617 E. 12TH ST. 
KAST OAKLAND 


S2550—6-room ^ottape; ftist front; deep lot 


v, !th an abundance of berry vines 
near _2d st. Key Honte. 


?i")00— Suburban property near boulevard 


, lot 100x3jO, with t'luit.' trees, berries 


grape vines, etc. 


52'joO—Attractive bungalow, 5 rooms; por- 


celain-lined bathtub; gas and elec- 
tnciuty; mortgage of $1000 can re- 
main; convenient to locals. 


S3'"00—Cottage ol1 4 rooms; barn, tank am" 


windmill; mortgage of S900 can 
b< 


assumed by buj or 


f3HX>—N«w 
5-1 oom 
cottage, high base- 


ment; mine led din.ng-room; gas ant 
elc-ctricitj, ; 
porcelain 
bath; 
near 


street r.'irs and school. 


?3.~»00—Desirable 
5-room 
cot tag-1; 
high 


basement; 
lot 
3o\l 10; 
near 
loca 


trains. 


?S70o—Modern 5-room cottage, with largi 
reception hn.ll; tiled kitchen, lot 2^ 
140; near Key 
Route station; ver\ 


attrartUe pro"pfirt\ ; teimb can be ar 
ranged for part of purchase price. 


?! 150—New o-Hmm cottar; gas and elec 


trlcity; neai Key Route station; wet 
buiit'aml an attractive buy. 


|Gi\Xl—Modern 
10-room 
house 
on 
36th 


south front; lot 54x110; rented to 
?4:. 


$;5QO—HOUSP of 7 large i corns and attic 


high basement; near Telegraph ave 
ea.n front; lot CO\110 


$,"600—Mod or n P-room house; complete In 


every detail; south t'pont; near ca 
line;" handsome cn'-ppts included In 
selling price; lot 
50x140; only 
S'JOO 


cash ' required, balance $60 a yea 
with *i per cent interest 


JOHN T. BEI^L. St. SOX . 


304 16TH ST 
PHONE OAKLAND 33)2 


HOTLE & CO, 


1112 BROADWAY, 
OAKLAND, CAL 


PHONE, OAKLAND 
G557. 


Mome, Sweet Home 


$3500— fi-room cottng-e. west side of street 


next to cum or 
between 
SSch 
an 


37:h sts.; let 30x115; now and up-to 
(Into; $&i> rtov-r, and 
?->"i per monl 


takes this; wh-n-p can \ou rtml ren 
as cheap, besides owning a horn 
In th^ i-nd" 
CWL 


S2730—o-room cottage in E;ist Oakland1 


be-ruitiful h'Us. lot a tone worth hal 
ot" this price, hou^e in tiiio condition 
lot 45x111; tino lawn and fruit tree* 
This is a gremilne bargain; $750 cas 
takes this. See us. 
(174 


56300—S-room house In Linda Vista; lo 


45x1 JO; mottca'jre n£ SEW can stam 
driveway; tine lai\n. 
(17'_ 


A Fine Lot 


53500—73x105. on Tionlta avo. 
This is les 
than lot^ are being; told for in tha 
di.-5tr.ct. For a quick sale only. Se 
us. 
(157 


O.K. MOTLEY CO 


1112 
BROADWAY. 


454 
M. Gray 


A GREAT SNAP! 


400 feet of flegatitly located land clo: 


to the car line. 


Very Elevated 


Street work complete. 


A fine building proposition. 


Can sell as a whole for 
?SOOO 


Bo Mo Gray 


454 9ih Street 


A little want advertising will "put t 
the test" any small business plan a 
yours? 


"Want ad. acquaintances" are valuabl 


ones to cultivate. 


REAL ESTATE. 
REAL ESTATE. 


NYD 


REAL ESTATE BROKER 


AND DEALER 


r, Cor. ESglhth Street 


Here ts a good home on 29th street between Grove and Telegraph; lot 27 
feet front; 6 rooms and bath, pantry and all modern conveniences; just 
what you want. 


A snap close In, 2-1th st., near Broadway; an estate Just divided and new 
owner wants ready money; cottage 6 rooms thac could be made Into flats 
and make big: income payer. 


17250 


This beautiful home on 31st St.; 45xitO; fine driveway, barn; tasement, very 
large rooms and halls in this housS, only built two years; a bargain for 


The southwest corner of 14th and Chestnut, two new flats now paying SSO 
per month under lease. 


Look at this place In "West Oakland, No. 1775 5th St.; lot 37x101; house 
of 8 rooms and bath. 
Splendid Investment. 


Modern cottage on West St.. near 17th that aught not to be overlooked; lot 
31x90, 6 rooms and bath. 


Grove st. is rapidly Increasing In demand and 
In value but 
this elegant 


homo between 35th and 36th of 8 rooms and bath can be bought now, in- 
rlurllng new carpets for SSOOO. 


$14, 


Do you want a home of 9 rooms and bath, on a lot 75x135, near the car lints 
and E. P. station? Then look at this one at No 10(0, 60th at. 


Another of those commodious homes on Telegraph ave., the bon ton avenue 
of the present day and Increasing in fa-vor every day; the ground alone Is 
•uorth $JOO per foot, and there is a lot SOxlK), besides a good modern house 
ot 9 rooms and bath 


PIEDMONT TERRACE 


BY THE LAKE 


The most ideal home place in all the beautiful sections of this 


ity, situate right close in. only seven minutes' car ride from the 
center of town, on the rolling hills affording beautiful vistas and 
lelightful climate; if you have seen it once, come in and see it 
igain, now that the street work grading is showing off the lots 
it their best; buyers that got their lots at first offerings are refusing 
50 per cent advance now and will get more. 
Remember, the 


easy, terms make them desirable investments, because you can sell 
it an advance before you have to complete your payments. The 
tract is at the end of Santa Rosa avenue, three blocks east of 
Oakland avenue car line. 


A, Jo SNYDER 


Do Fo MINNEY 


422 
St., Just East of 


PHONE 
OAKLAND 
2-103. 


EXCLUSIVE OPTIONS ONLT. 


SPECIALS 5N FLATS 


Lot ^'xlS-T on Chestnut st.; three flats, 
Irst-ckuss condition, good renting district; 
:-ented at the present time at ST.", which 
,s verv reasonable. 
It Is desirable in 


every sense of the word. 


Lot 3S\106; 
pair 
wf 
nearly new 
and 


'(.nelly modern flats; higli basement, bc- 
,iig used at 
the pre-sent time Cor busi- 


ness purposes, fine driveway and barn; 
3rlnKing in a. good rental. 
Nothing bet- 


ter for the money in town. 


Lot 30x100; fine pair of new and strictly 


modern (kits, located in a first-claps dis- 
trict, 
f 11'teen minutes' walk to 14th 
and 


Broadway, three minutes' walk to lo- 
cal, 
light on car 
line, 
convenient to 


stores, schools and church; in fact an 
ideal location 
Rented 
at 
tho 
present 


time v'ithout leases, paying a rental ot" 
over It} per cent 
Th^re Is a bank loan 


on the property of |2wX), which can re- 
main. 
Th's property is being sold for 


ivsb than it could possibly be duplicated 
fur at 
this time; no expense has been 


&panul in the construction of the same, 
and out option is very short. Don't fail 
to see these. 


Elegant northwest corner, 35x120, with 
new and strictly modern three-story flats, 
bringing in a monthly rental of 
$10:* ,V) 


per nvinth. 
Klepant district, convenient 


to the Key Route and car lines; this 
rental cnukl easily be increased to 
S12.~>, 


which make;, a very desirable Investment 
p i o p n s i t. u n. 
O w n. ed 
by an 
out-of-town 


owner who needs the money, hence this 
extremely low price 


Do F. MffNNEY 


422 Mtihi St., Just East of 


BUSINESS PROPERTY A SPECIALTY 


he 
Wo 


411 San Pablo Ave0 


Phone Oakland -8627 


Nice Homes at 


A 5-room cottage with bath; high ce 


mont basement, stationary tubs an 
toiiet; north side of 38th st , clos 
to 
Telegraph. 
One-half 
cash. 


BARGAIN. 


A 6-room brand 
n-ew modern cottage 


nice large hall, pantry, bath, ga 
and 
electric light. 
$1400 cash, bal 


ance like rent. Close to Key Rout 
and street cars. 


Nice up-to-date 5-room 
cottag-e; 
nic 


UtUe home on Ruby St., near Tele 
graph. 


Brand 
new 5-room cottage, nice hig 


basement 
and 
finished 
room 
i 


same; bath, stationary tubs, larg 
reception room; room enough for 
wide driveway; lot 50x100. A GOOD 
BUY. 


A swell 2-stcry 7-room home on 
th 


west side of Adeline St., near 14th 
nice lawn, yard; everything modern 
lot JPxIjG. 


BALDWIN & NELSON 


Real Estate Brokers 
TELEPHONE OAKLAND 3467 
4959 TELEGRAPH AVENUE 


$300 cash buys nice 5-room cottage; ba 


ance monthly. 


5100 cash, balance 
to suit, buys goo 


lota in center of city. . 


INVESTMENTS. 


n rooms, high basement; and lot 25x133, 


near 31th and San Pablo ave. 
Tsrms. 


FLATS $4000 


A pair in East Oakland, close In; 5 


rooms and bath each; just being: com- 
pleted; rent J50 per month. 


A 4-room cottage with high basement; 


lot 15x100 feet; \v»? can puaiantee you a 
big profit on a resale; will sell on terms. 


5 rooms; lot 2oxlll foot, 1 block from 


the house described above. 
Terms. 


GREATER OAKLAND 


REALTY CO. 


•ITS IGTH ST. 
Phone OAKLAND 9292 


OVER 300 beautiful and artistic designs 


of 
cottages, 
bungalows 
and 
hames 


suitable 
for 
Oakland, 
AUmed.i 
or 


Berkeley. 
Before you build write for 


these plans; 
they cost you 
nothing1. 


Special designs executed to suit client. 
Keith Designer, Frultvaie^ Cai. 


COMPANIES Incorporated, financed „. 


promoted. 
Only merlntorious propos 


tions considered. 
THOMAS & VAHL 


TtERG. 957 Broadway; phone Oak I 
34b3, 
MONEY PROPERLY INVESTED IN 
SHIPPING PROPERTY WILL PAT 


For full particulars write the 


BOX 
W20. TRIBUNE. 


Five dollars 
Five dollars 
Five dolla 


You can make 120 per 
cent 
pro; 


with a five dollar deposit. 
For furth 


particulars address Box 0178, Tribun 


$1 DOWN—Lots 51 per 
weeK In Rich 


mond, on car line; abstracts free wit 
every deed; open Saturdays till 8 
m. ; no Interest, no taxes. 
See Wr 


"Wenham. Room 20 and 21. 1068 Broad 
way. 
Phone Oakland 3060. 


FOR SALS—A 
first-class 
candy 
» 
centrally located; long 
lease, 
chea 


rent; all necessary machinery; doing 
prosperous business; reasons for SB] 
ing1, falling health of proprietors. 
In 


quire at P.oom 215. Bacon block. 


AUTO,. CARRIAGE AND SIG1S 


PAINTING. 


Bros., carriage and sign pain 


. 
S62 Wood St.. West Oakland, CaL 
Phone Oakland lfi'«- 


ITCHBURG REAL ESTATE FITCHBURG REAL ESTATE 


eojralbw 


A Rare Offer. 
An Opportunity to 


Modern Is -Room Bungalow 


Without 
a 


We have twelve 50-foot lots by 200, lacing two streets, on East Fourteenth 


.. Some ol it One business property. With each lot sold will he fdven a ticket, 
hich will entitle the holder to a chance to get a FIVE-ROOM HOUSE FREE. 
'e have one built on an adjoining lot which the- owner will have the option or, 
r we will build you one on the lot you have selected. We are selling the lots 
clow the market" value and fetl safe in saying that we can turn over the lots 
t any'time at a good profit. 


We Are Homebuilders 
Not Real Estate Men 


take this exceptional offer of giving a FIVE-ROOM BUNGALOW FREE 
ernber there are only twelve lots!. We do this in the hope that some 
We mal 


ther purchaser of Tots who 'may not be as fortunate as you. after seeing your 
ome may feel disposed to let us put up Borne for them. If you anticipate mak- 
ng an investment you had better take advantage of this. 
A contract has been 


ot to lay a four-foot cement sidewalk, which will be done In a short time. The 
ots are very large, 'equal to four city lots. The price is J1000 to 51250 for corner. 
Terms, one-third cash, balance S10 per month. 
Right on the car line in beautiful Fitchbure. 30 minutes' ride from Twelfth 


nd Broadway without change. Come soon. They may not last Ions- Sea 


OWNEl 


Cormier East Hth and George Streets 


COUNTRY REAL ESTATE. 


WaterI 
- Water! 


Water! 


9 MMMom QaOiloinis a Day 


Large pximpiUK plants, 
480 acres; 4^ 


miles from Eakersfleld, Kern Co., Cal. In 
he heart of the alfalfa kingdom n! Call- 
ornia. 
Every acre fine soil and capable of cul- 


;lvation. 


About 360 acres in Alfalfa. 
Over &00 tons taken off last year, 900 


tons will bo conservative estimate thla 
•ear. 
On main line Santa Fe R. R., % nille 


to station 


Farm Implements, Houses, Barns, etc. 
If taken at once Bpeclal price J65 per 


acre. 


J. C. ARNOLD. 


2432 Oregon st., Berkeley. 


»NAP 


To close up an estate— 


I will sell 1500 acr^s of land In San 


Joaquin Co., twelves miles east of Stock- 
ion at the; very low figure of Twenty-five 
Dollars per acre. 
Land consists of 400 acres, good for 


graces, fruit, etc.; 1100 acres for grain 


r stock raising. 
Good buildings; w^ll fenced. 
An Ideal 


stock ranch; H mile from Railroad. 


This should sell quickly at price men- 


tioned, as it pays good Interest on much 
nigher valuation. 


Terms—% Cash, bnl. G per cent Net. 


Owner 


521 APGAR ST., OAKLAND. 


LOST AND FOUND. 


A REWARD for return of small brown 
_mare. we|ght about 950, to 453 44th st 


D—Some monev. 
Apply 461 12th 


St., Oakland. 


FOUND—A fox terrier, license to 1808 


Owner can have same by paying ex- 
penses. 
565 16th St. 


UOST—White, black and tan 
foxhound 


bitch. Return to 82G Madison St., Oak- 
land; reward. 
^^^ 


LOST—A ladies' gold closed-faced watcl 


with name Leta engraved on case. Re 
turn to 162 10th and receive reward. 


LOST—Reading 
bicycle, 
number 
2007 


ccaster brake; if found notify J. Rohan 
SOO Washington street, Oakland. 
$1' 


reward. 


LOST—Round locket watch fob. Initial. 
. cnRraved on back, E. B. R-; girl's face 


ensra\ed on front and set with smal 
diamond; liberal reward. Return to 53 
13th St.. room 3. 


'LOST—Ret. Oakland and Berkeley, roum 


gold locket and chain with diamond 
two pictures inside; reward if returner 
to E. H., Tribune offices. 


LOST—On Tuesday evening a gold link 


bracelet set with sapl-hlre; valued keep- 
sake; return 3621 Broadway. 


L 


.upreme Court Hands Down De- 


cision in Three Interesting 


Cases. 


WASHINGTON. 
May 
13. —In 
an 


pinion by Justice Holmes, the Su- 
n-erne Court of the "United States to- 
day granted the Injunction asked by 
he state of Georgia against the Ten- 
nessee 
Copper 
Company 
and 
tho 


)ucktown Sulphur & Copper 
Com- 


>any, restraining the companies from 
ho operatio'i of tb^lr 
smelters 
nt 


Ducktown, Tenn. 
The smelters 
are 


\ ery near the CJoorgia 
ism.- and tuai 


state asked to have them condemned 


a public and private nuisance, al- 
Ing that they constituted a menace 


to health and. were the 
source 
of 


great Injury to vegetation for a radius 
of forty miles. 


GREEN BUGS INJURE 


KANSAS WHEAT FIELDS 


OMAHA. Xeb., May 13.—A special train 


filled with fifty members of the Omaha 
Grain Exchange, which has been making 
,1 tour of Nebraska and Kansas wheat 
fields, returned this morning. 
The con- 


census of <ypinion follows: 


Wheat, especially in the southern part 


nf Xebraska. has sufferer! about 10 pei 
cent owing to the influx of green hup~ 
nnd continued drought. 
Sumner county. 


[Cans., will not make over 40 per cent. The 
:IUKS hftve done (Treat damage to the 
lields which were examined. Some mem- 
bers declared the entire crop was ruined 
t>etween Caldwell. on the Oklahoma line 
nnd the Wichita district. The party agres 
that the yield of wheat will be very light 
-is compared with former years. 
The party covered the districts of Kan- 


pas and Nebraska which have In the past 
always raised bumper crops, going as fur 


ith as the Oklahoma stpte line. 


NEW 


IS 


DETECTIVES. 


MANNING'S Detective Agency, room 3t, 


S55 Broadway; best of references; phone 
Oakland 5009. 


HOUSEMOVER. 


W. R. McCARTT—Houses 
moved 
and 


raised. 
961 33th st.; just East of Saa 


Pablo (1C. R.) station. 
Phone Vernon 


2S8. 
- 


LOCKSMITHING. 


T. SCHIRRMACHER, locksmith. Instru- 


mental, tool and model work; cutlery 
grinding, saw filing:. SoB Clay St.; phone 
Oakland 6717. 


City of Cleveland Swept My 


Fire and is Total 


Loss. 


. DETROIT, 
Mich., 
May 
»3.—The 


new passenger Ltcamcr City of Cleve- 
land, under construction at the plant 
of .the Detroit Shipbuilding Company 
for the Detroit >nd Cleveland Naviga- 
tion Company and designed to run be- 
tween 
Detroit 
and 
Cleveland, 
was 


swept by fire today and Is a total loss 
except for her h u l l and machinery. 
How much they have been damaged 
cannot be determined until the hu'l 
Is pu.Tiped out : nd a careful examina- 
tion made. Tlu loss, which falls upon 
the Detroit Shipbuilding Company, a 
branch of the American Shipbuilding 
Company, Is about 
$700.000 and 
la 


fairly well covered by insurance. 


The lire broke out just bctore day- 


light In some n.ysterious manner. An 
ineumliary is suspected. 
The 
com- 


pany's officials are at a loss to under- 
btand the tire; there were two watch- 
men on the steamer and another at 
the gate to the ship yard. The flames 
secured a good start before they were 
discovered and despite the efforts of 
the firoboats and all the shore appa- 
ratus that could work upon the burn- 
ng ship, destroyed everything Inflam- 
mable upon th<- craft. 
Tons of water 


were poured into the hull, which now 


es 
at the 
Orleans partially 
sub- 


merged. The two watchmen upon the 
steamer got ashore safely and no one 
ivas injured. 


The City of Cleveland was launched 


at AVyandotte January 5 and was to 
have been turned over to the Detroit 
and 
Cleveland Navigation Company 


about June 30. 
She Is 444 feet long 


and is designed to carry 4500 passen- 
gers, with sleeping accommodations 
lor 1500. 
The Interior woodwork and 


fitting's 
were 
practically 
completed 


and the machinery and boilers were 
installed. 
She was Intended to be the 


finest 
sidewheel 
steamer 
on 
fresh 


.•ater 
and 
hrr 
interior 
woodwork, 


which was destroyed, was unusually 
beautiful. 


Her \?hole cngt would have reached 


SI.250,000. 


The 
shipbuilding 
company 
an- 


nounced that it will rebuild the boat. 
It will be Impossible to get her.ready 
for service before next season. 


PATENTS. 


CARLOS P. GRIFFIN—Patents, trade 
marks and copyrights; late examiner in 
U. S. Patent Office. 410 (Call) Sprocket 
Bide.. S. F. 


FRUITVALE REAL ESTATE 


NEW home lot, 50x148; Ugn elevation; 


close to tralnl, cars, schools; reasonable 
termt. 
See owner 
2242 Bryant ave,, 


Frullvale. 


LOST—Small fur neck collar on 23d ave., 


Kast Oakland. 
Reward. 
Return 
to 


1022 E. 32d St. Reward. 


NEAfi Hearst hall, Berkeley, purse con- 


taining $3.70 and key. 
Return to -214 


Bancroft; receive reward. 


STRAYED or stolen—1 bay mare, with 


»-h!te stripe on forehead, and white 
hind less; animal last seen in Decoto 
•Vpril 30th. Mrs. Perrelra, Newark, CaL 


EDUCATIONAL AND 


MUSICAL 


N E W , 
CARS' 
SOON 


to the Beautiful 
HALF MOON 


EELI.E 
MYERS—Piano 
Studio. 
1018 


Washington st. 
Rooms 10-11. 
South- 


east corner. 


CARICATURE. 
NEWSPAPER. 
AND 


MAGAZINE ILLUSTRATION. 


New classes open Mav 1st, under the 


direction 
of 
H. 
M. FRECK. Monday, 


Wednesday and Friday evenings. 
KEALD-DIXON TOJSINESS COLLEGE. 


IGth and San Pablo ave. 


EUDCUTION taught in all its branches. 


Miss Mary I. MacBride. 
725 17th st. 


Oakland, Cnl. 


ENGINEERING—Civil, elec., mln., me- 


chanical, survey, assay; day, eve.; eat. 
18C4 
V.in der Naillen School, 5100 TeL 


nve.. Oakland. 


GOOD mandolin teacher wanted for con- 


servatory of music. 
Call 1069 Broad- 


v> ay. 


KBALD'S Business 
College. 
10th and 


S?.n 
Pablo 
ave., 
Oakland, and 14G1 


Franklin St., S. F. 


EAT. 


T-he coming seaside suburb 
of 
San 


Francisco. 


2 choice lots 
for 
sa.le cheap. 
Ono j 
right near business center, other In fine 
residence part. 
No reasonable offer re- 


tusecl. 
Address owner, 


24.32 OREGON ST., 
BERKEHET. 


MISS HILDA JOHNSON—Piano teach- 


er; terms $1 a lesson. 
S84 EM St.. Oak- 


land. 


Buy a. Ranch on 


Easy Terms 


We have one {300 dowri and monthly 


payments: fine location; don't miss this 
If you want to move to Oakland and 
exchange your ranch for Oakland prop- 
erty, write us. 


Sunset Realty Co. 


4W 11TH ST . OAKLAND. 


Agents, for City and Country Property. 


CONTRA COSTA county real estate for 


sale; send for list. 
D. J. West. Mar- 


tinez. Cal. 


Normal lestStmte 


Special 
preparatory for Alameda 
Co. 
teacher's 
examination. 
Examination 


commences 
June 17. 1907. 
Register 


NOW 
'62 Bacon Block, phone Oakland 


3409. 


LAW tausht spare time: oar admission. 


P. O. Box 3M. OaMnnd. 


OAKLAND SHORTHAND INSTITUTE 


A hleh-grade pHvatf school that spec- 
ializes In shorthand nna typewriting. 
100J Washington Sir. over I^ace Housg. 
PRIVATE INSTRUCTION 


Given by experienced lady teacher IB 


English branches of both private ana 
public school work; 
terms 
moderate; 


best of references. 
"I." 
SSO Fairmont 


nve.. Oakland. 


FOR SALE—2S7 acres fertile valley land; 


fine improvements, stock, implements, 
etc ; running water. Addresa Box 70, 
Llveimore. CaV 


WANTF.D—Musicians for A-l roadshow. 


f 


ood pay; all season. 
Applv 
Imme- 


iately. Prof. E. Henry. 921 Broadway. 


Oakland. 


FOR 
SALE—An 
attractive mine, sur- 


rounded by 100 acres best agricultural 
land; 
c-nly 
JnOOO required down; bal- 


ance 52?,000 can lay on mortgage; 1500 
tons on dumps. F. T. Houghton, agent, 
Hornitos, Marlposa Co.. CaJ. ' 


IRRIGATED small farms garden soil, low 


price; easy payments: book free. Write 
C. M. Wooster Co.. San Francisco. 


$1500 BUYS In Napa 
new 
house of 5 


rooms, basement and barn; 2 acres roll- 
Ing land; S700 down, balance at 6 per 
cent Interest; same as rent. 510 per 
month; clear title;'no present Incumb- 
rance; 1 mile from town on county road. 
Apply 1912 Telegraph a 


AUTOS. 


AUTO for sale cheap; 
will carry five 


people. 
Win be a moriey/ maker dur- 


ing the strike In San Francisco. 
In- 


quire 948 Broadway. 


FOR SALE—Cheap, 1903 Packard Auto 


car. in srood 
condition. 
Pattersons 


Garage, Melrore. 


R 
H. 
MORRIS, Auto-Broker. C76 36th 


St.. Oakland. Cal. 
Phcine Oakland 4562. 


WE have several customers for second- 
hand touring cars and runabouts; miu/t 
be In first-class condition. 
Bay City 


Automobile Co., Telegraph ave., opp, 
Idora Park: phone Piedmont 2150., 


CLAIRVOYANTS. 


Vola, Girl Wonder 


The 
famous 
Montenegrin 
palmist, 


clairvoyant and card reader; her wonder- 
ful 
sift 
is inherited from 
her mystic 


race, which enables her to solve the trou- 
bles of humanity. Suite 1, 920 Broadway, 
Oaklanrt. 
ZELAYO—Clairvoyant 
palmist; 
elft«d 


healer, 10 a. m. tr, i p. in. 
Bending* 


by mall. *1: lessons 
stvaa. 
-"-' 


ATTORNEYS-AT-LAW. 


ALEX. Murdocli—General law business 


46 Bacon Building. Oakland. 


A. A. MOORE. attorne>-it-law, 13 Second 


St.. San Francisco. 


STANLEY MOOiiE. attorney-at-law, J.5 


Second St. San Francl.ico 


BEX F. WOOLNER, Attorney »nd Coun- 


sclor-at-Law and notary public. 100J!4 
Broadway; rooms 7 and 8. 


L. S. CLARK. Atty.-»t-L«w. 811 
at.: consultation free. 
Open evenlngl. 


B 
H. GRTFFINS. Attorney-«t-L«w. U. 


S. Bk. Eldg.. Oakland: tel. Oakland C51. 


CLINTON C. DODGE, room* 15 and IS, 


90G Broadway. 


FREDERICK E. VTH1TNEY. Attorney- 


nt-Law. 357 Broadway; roonn 17 and 
19; phone Oakland 4STS. 


GEO. W. LANOAN. 202-20! Bacon Block; 


phone Oakland 1431. 


GEORGE E. DE GOLJA. 9f? Broadway. 
northwest corner of 9th st.. Oakland; 
room 2; telaphone Oakland S8. 


HAROLD L. MARTIN. Attorn*l"«-l«». 
room 51. 969 Broadway. 


HARRY 
W. 
PULCIFER. 
Attorney-al 


Law, 357 Broadway; rooms 22 and 21. 


JOHNSON & SHAW, 
law 
offtc*. 


Broadway; rooms 49, 60 and 61. 


M) 


LAW OFFICES of J. L. Bmlth. formerly 


8. F.. now 1117 WatMnfton it., Oak- 
land; phone Oakland 1<K. 
Reiidenc* 


phone epmee 5Ht- 


MEL.VIIC c CHAPMAN! Attomty-at- 


Law. 817 Broadway. 


"NTE * 
KINSEL1.. Attorneir»-at-l*», 


S61 Bro»dway. 


SAMUEL 
BELL M'KEE. Attomey-at- 


Law. li. S. Bank Bldg.. Oakland. CaL 


S.SOOJK * CHURCH. Attorneys-at-Law. 


906 Broadway. 


WILSON 
* 
WILSON 
(Motmtford & 
Wilton and Chart M H. .Lovell). Attor- 
neya-at-Law, 1S«0 Webatw at., eornw 
Plot. San Ftmaeiaoa. 


BICYCLES. 


THE PIERCE Cycle Shop remove* t« 


230 San Pablo ave. 
D'ye want a motor 


cycle or bicycle? 
Now's the time to 


buy. 
Bee me first, or phone Oakland 


974. 
I sell on easy payments. 
J. T. 
Chlclt 


GARDENING 


JAPANESE partner; day work or con- 
tract. 
George. 280 E 12th; phon« Mer- 
rltt 3726. 


JAPANESE CURIOS. 


CURIOS of all kinds. Brass goods a;ifl 


china, of every description; also dry 
gooda. Frank Ochlkubo. 814 Telegraph, 
ANTIQUE FURNITURE. 


TE OLDB CDRIOSrTE SHOPPB—Ma- 


hogany tibles. chairs, bureaus, desks 
davenports. 
760 7th st. 


TOO LATE 


TO CLASSIFY 


THREE large upper sunny unfurnished 


housekyupinff rooms; gas, 
electricity 


bath, laundry, live closets; 
very rea- 


sonable; adults. 
4 4 G Sherman su, Oak- 


land; oft Telegraph, near Key Route 


NEARLY new bung-alow; lot 30x125. Se> 


owner 3770 Howe St.; $4000. 


SUNNY front room, suitable for two or 


more, with board. 
Call at 1112 Alice 


FIVK-room cottage, noarlng completion 


3Sth and Market, $2500, only J1900 cash 
C-room cottage, 
S3750. cash ,"2150; 5- 


room, 2-story house S400G, $2400 cash 
flats, 
1 l>r. 4-5-room flats 
Sii-oOO 
$'fOQ( 


LAsh, All these at 3Sth and Market ats 
nearly finished. E. B. Pierce, owner 
R, 25, 
1068 Broadv.-ay; phone Oaklunc 


b454.. 


WANTED—Man for ranch. C. E. I,amb 


ln(f. 468 10th St. 
^_ 


WANTED—A first-class pres?or on la- 


dies' work; good wages. 
Goldon Gal'- 


Dye Works, 1524 San Pablo ave., Oak- 
land. 


EN'T Japam-sp would like to do 


half ilay work. 
ITione Oaht.'ind 31S3. 


FAITHFUL and first-cl.iss Japanese cook 


wants situation in pr»od family; sood 
references; 
phone Oakland 3183. 


NEW Home sewing machine cabinet at- 


tachment; all new; cheap. 
4S 8th St., 


cor. of Fallon. 


FIVR-ROOM cottage rents $23. provided 


vou buy the furniture; terms easy; 1 
room rented for S20. King's, o24 Tele- 
srajih; phone -S* 1^ 


ELEGANTLY 
furnished 
lodging 
hous.\ 


select roomers must he seen to be ap- 
preciated; 
long 
lease; 
clears 
SS-'O 


monthly; also 8 looms; 
n 
bargain. 


King's 524 Telegraph; _phong_;841; 


•UNFURNISHED 
housekeeping 
rooms; 


sunny, running water, gas. bath, fine 
location, 
close 
to 
local and electric; 


exceptional chance, 
price 
reasonable. 


Call "at 1227 Sd ave. 


LOST—Apate and gold Masonic 
watch 


charm with monogram; reward. 
Ad- 
dress J. A. D.. superintendent s office, 
Oakland pier. 
i 


^OJ.'—Female 
cocker spaniel — black: 


white spot on breast; last seen at 13th 
and 
"Washington 
Saturday 
afternoon. 


Address health office. 


YOUNG woman wants day work. 
Ad- 


dress 1940 Poylar St., Oakland. 


TO LEASE 
Large building, 
15th, near Jefferson 


Sutt&ble for 


GARAGE 
OR 


FACTORY 


AUSTIN 


101S-Broadway 


EXPHEIIT 


IS i SUCCESS 


Woman Deputies Do Much To 


Prevent Cruelty To 


Animals. 


NASHUA, N. H., May 13.—The unique 


experiment of the State of New Hamp- 
shire to secure better enforcement of tiio 
laws regarding cruelty to animals and 
children In .appointing two 
women as 


deputy sheriffs, armed with all tha au- 
thority usually vested 
In deputy sher- 


iffs, seemed to have fully demonstrated 
its success by the reports belnf? made 
by Mrs. Jennie P. Powers of Keene and 
Miss Jennie Kendall of Nashua, and will 
lead, it is belio\ ed, to a. number of sucii 
appointments. 


Armed with ;i camera and a rcvlovor 


of large callbfr. and thoroughly vereed 
in tne !aw covering her powers and du- 
ties, Mrs. Powers has 
gone 
fearlessly 


about her work and m the past year has 
made sixteen arrests, 
killed 
forty-one 


horses and 
caused 
numerous prosecu- 


tions. 
Using her camera to secure—in- 


disputable evldi nee, she notifies wrong- 
doers of the law and their duty in the 
case. 


Mrs. Kendall has confined most of her 


activity toVN"a.sl ILL nnd its Im^vllate vi- 
cinity, wnere t le has cau.sed^n.iny ar- 
rests to be made for cruelty to children 
and an.nials. 


"I often find It necessary to make ar- 
rests," said M •-«. Powers, " and have 
locked up many offenders, 
Including a 


number of me i. 
I have a team and 


driver, and thus far havo net met with 
any resistance whui arresting a pornoiu 


"Kcenc is a i enter for cattle traffic In 


New Ham.nshirc .ind I am required to In- 
spect .ill rattle cars to see that the law 
against cruelty i.s being observed. 


"I have no f<-ar and thus far nothing 


has occurred 
tD discourage me in this 


T\ ork." 


Both deputies are enthusiastic in their 


work so f.ir. 


BRIDGE COPMANV WINS. 


WASHINGTON, 
May 
13.—In 
an 


opinion by Justice Day the 
supreme 


court of the Tnltofl States today de- 
cided the casi> of R. D. Stone and 
others vs the Southern Illinois 
and 


Missouri Brldpe Company, In favor ot 
tho bridge company. 
The case arose 


in connection with an effort on the 
part of the bridge company to 
con- 


demn for its use a twenty acre parcel 
of ground at 'he Missouri end of the 
bridge crossing the Mississippi river 
at Gray's Poir t, and In the course ol 
proceedings the fact 
developed that 


the opposition was due to the Cape 
Glrardeau and Thebes Terminal Bridge 
Company, which also desired the land. 
The Circuit Court of Dunklln county 
decided against the Southern Illinois 
company, holding that, being an Illi- 
nois corporation, it had no authority 
to condemn land In Missouri. 
The 


state supreme court of Missouri re- 
versed that judgment and the supreme 
court by its action, affirmed that de- 
cision. 
' 


UNIVERSITY GETS FUNDS. 


WASHINGTON, May 13.—The su- 


preme court of the United States to- 
day decided the controversy between 
the Wyoming Agricultural College and 
the 
Unlvers'ty 
of 
Wyoming as to 


which of the institutions Is entitled to 
the national .government funds 
con- 


tributed to UK state for the support of 
an agricultural college, in favor of the 
university, affirming 
the 
verdict 
,of 


the "Wyoming supreme 
court. 
The 


case was Instituted by the agricultural 
college, located at Lander, which sot 
up a claim for $25,000 paid by the na- 
tional government for the year 1905. 
The state suoreme court decided IB 
favor of the upnlverslty, which is lo- 
cated at Laramip, and which main- 
tains an agricultural 
department un- 


der state sanction, holding that the 
funds should continue to go to that In- 
stitution 
untl 1 further legislation on 


tbe subject. 
The 
opinion 
was 
by 


Justice Moody who held that the Gov» 
ernment gran's are to the state and 
not to any pa-ticular Institution. 
DOG REALIZES THAT 


ITS MASTER IS DEAD 


As he was leading the papers In hl» 


home at 541 Tnirty-spcond street Satur- 
day night, Gar-ett Platt. a Pullman car 
porter was stricken w'ith hpart disease 
and passed awir shortly afterwards. 
A. 


small cocker sianiel dost, one of Plait's 
pets, was In tlie room at the time. an4 
seemed to knov. that his mastf-r had died. 
He howled pla.ntivcly and attracted hi* 
mistress. Mrs. P|att, who discovered her 
husband's dead body. Platt was a natlvs 
of New York n.nd U j-ears of ngt. Am 
tnqueit li t» b» beld tn the COM. 


MONDAY EVENING, 
OAKLAND TRIBUNE. 
HAY is, WOT. 


TOOK PflRT IN 


Pettibone Was Federal Prisoner 


On Charge of Dynamiting 


Big Mine. 


DETROIT, Mich., May 13,—George 


A. Pettibone, under arrest at Boise, 
Idaho, charged with Jloyer and Hay- 
wooci of the Western Federation of store^ at^tn 
Miners with being Implicated In the 
assassination 
of 
former 
Governor 


Steunenberg, served a term In the De- 
troit House of Correction for compli- 
city In the burglary of a powder mag- 
azine and the 
dynamiting of mine 


' shafts :!•.::•!-- the Coeur d'Alene riots ir 


Idaho during 1S9S. 


Pettibone was arrested and tried with 


C Sinclair, Michael L. Dcvlne and John 
Murphy in the United States District 
Court of Idaho. 
The quartet wa.-< con- 


victed and sentenced to serve eighteen 
months In the D»:rolt House of Cor- 
rection. 
The prisoners began serving 


their sentences October 21, 1802, bn 
were released March IS of the follow- 
ing year on an order of the Supreme 
Court of the United States. 


During the riot, it was brought or. 


In the trial, more than inno shots wcr. . 
exchanged by non-unionists and strik- 
ers under the alleged leadership of Pet- I 
tibone. When the ammunition was ex- 
hausted the union men stole 200 pounds 
of dynamite from the mine magazine 
and dropped it into the main shaft, 
almost demolishing the property. 


»• 


A NARROW ESCAPE. 


G 
TV. Cloyd. 
:>- merchant, of Plunk, 


Mo., had a narrow e?c,ipe four years ,ieo. 
when ho r;m a jimson bur into his thumb. 
He says: "The doctor wanted to ampu- 
tate It but I would not consent. I bought 
a box of Bucklcn'a Arnica Salve and that 
cured the dangerous wound." 25c at O*- 
good Bros., drimgt-it. Seventh and Broad- 
way and Twelfth and Washington. 


W. H. Wright, justice of the peace. 
Murray township, statement of fees lor 
April, 1907. 
James M. Page, warden Insane depart- 


ment of Receiving Hospital, Teport lor 
April, 1907. 


APPLICATION FOR RELIEF. 


Mrs. F. J. Martin, a widow, living at 
Newark, made application for aid to sup- 
port her six minor children; referred to 
Supervisor Homer. 


AFFIDAVITS OF PUBLICATION. 


Affidavits of publication of notices of 
hearing applications for liquor licenses 
wen* received and ordered tiled as toi- 


Washington Press—Application of I* 
Sanac. Mission San Jose. 
Fruhvnle Progress—Application of Jonn 
J. Byrne. 1336 High street. 
Frultvale 
Progress^—Application 
of 


Nielsen >t Anderson, Hopkins street near 
Fruitvale avenue. 


INVENTORY OF PROPERTY. 


An inventory of property in the drug 
store at the County Infirmary was re- 
ceived from C. K. Smith, drug- clerk, and 
ordered placed on rile. 


REQUISITIONS. 


The following requisitions were 
re- 


Dr. C. B. Curdts. physician at County 


Ju.il, suspensory; granted. 
A. K. Grim, county 
recorder. 
Fox 


typewriter; granted. 
"John P. Cook, 
county 
clerk, 
Code 


amendments; granted. 
Dr. W. A. Clark, superintendent Coun- 


ty Infli-marv, supplies; granted. 


TRANSCRIPT OF RECORDS. 


A requisition was received from 
the 
county assessor and county surveyor for 
authorization to 
procure 
a 
complete 
transcript of deeds, etc., 
recoided in 
the county recorder, at 
the office 
of 
, 
i co«t of not to exceed $60 a month, 
It 
hnl;,g 
asserted 
that 
the 
"Dally 
Transcript" now being received by them 
k inmlpuuate fur their use 
The matter 
unJ n't", red0 to the district attorney for 
,-n opinion regarding the legal authority 
of ti\- board to act in the premises. 


AKCJJCAT1ONS FOR LIQUOR 


LICENSES. 


The 
following applications for liquor 


the county surveyor, stating that 
the 
Ransome 
Construction 
Company 
hod 
completed their contract for the Improve- 
ment of Seminary avenue, and recom- 
mending the acceptance of the work. On 
motion of Supervisor Bridge, seconded 
by Supervisor Homer, the work was ac- 
cepted by the following vote: 
\ves: 
Supervisors 
Bridire, 
Horner, 


Rone and Chairman MitchelI—4. 
Absent: 
Supervisor Kelly— 1. 


COMMUNICATIONS. 


A communication was received 
from 


•vVm 
Knapp. complaining of the conci- 


tlo™' of 
School street, Frultvale. 
The 
matter was referred to the commute? ot 
the whole. 
~ 
A communication was received from P. 


C "Weber, secretary of the Central La- 
bor Council of Alameda County, asking 
why bids for supplying the meat at the 
County Infirmary were rejected last year, 
and new bids called for. The clerk was 
Instructed to answer the communlca- 


A communication was received from 


Dr 
"rf". S. Halpruner, 
suggesting 
the 


feasibility of sweeping the county roads; 
filed. 


FRUTTVALTS WATER KATES. 


A petition, signed by C. Leldeckcr and 
other residents of Fruitvale was received 
asking- tnat the board 
regulate 
watei 
rates In Frultvale; referred to thu ordi- 
nance ar.d Judiciary committee. 


ADAM MAY'S SLAUGHTER HOUSE. 
The loHowmB opinion 
was 
received 


from thu uiauit-L auuiuey; 
uitlee 01 the Olstrici Attorney, Oak* 
Luiu, Cal., Ma/ J, JLuui — i'o tne llunoi aoie, 
me boaid ui supervisors' or .Amueud 
^uunty — (jenudmen, 
in 
repiy 
to yout 
communication relative to me abating, of 
a nmaancu, wnicn is in tnti 
- 


bl" 


(OFFICIAL) 


BOARD OF SUPERVISORS 


REGULAR MEETING OF THE 
BOARD 


OF SUPERVISORS. MONDAY, 


MAY 6. 1907. 


Pursuant to adjournment, 
the board 
met at lu o clock a., m. 
On the call ot 


ciio toll 
i.«c ioiiou i 
were prr-seru: 


and 
\ i«ors Bridge, Horru-r, Hone 


Chairman MUch'jil—I. 
Absent. Supei ^ it-or Kelley 
The mnmtos ot the previous meeting 
were read and approved without altera- 
tion. 


ALLOWANCE OF CLAIMS. 


On motion of Supervisor Horner, sec- 


onded 1 v bup-'rvisor Brtuge. tnu tolUm- 
ing claims, a*, approved and presentee 
by tho finance committee, were ortJeroc 
paid io tiif ic-spt-ctiVf Litimi.iiH3 in int. 
amount.-; and out of the funds designated 
by the .'ollowlng1 vote: 
"Ayci: Supervisors Bridge, Horner ant 


Cuaimian .Mitchell—3. 
Kxcu^'d: 
Supervisor Rowe—1 


COUXTY GENERAL ITLTND. 


a aand Prospect avenue. 
troet and Prospect 
A. PclUsrinl, Vine 


East Fourteenth 


street near 
Pine 


tree t 
John "Smith," Jit. Eden. 
Fred 
Studiger, Frultvale avenue and 


?utnam street 
KdR.ird Roderick, Irvlngton, 
Hoheit Hui-rhi-i. Ocean V-.ew. 
The applications were referred to we 


udlclary, printing and license comrnlt- 
ee hearing on thu same being set for 
Mohrtaj, May 27. 1S07. at 10 o clock a. 
m., requisite notices to be published as 


"D^vM M. Itoaei-rty. Fruitvaie Progress. 


•\ 
PelUgrinl Frultvale Pl-ogress. 


John Smltn. I [aywards Renew. 
Fred StU'liK"r. Frulrvalp Progress. 
Edward Roderick, T^asnlngton Press. 
Robert 
Burcher. Fcrkcley Gazette. 


REPORT 
OF 
JUDICIARY, 
PRINTING 


AND LICENSE COMMITTEE. 


The 
Judlcliirv. 
printing 
and 
license 
commiuee 
repoited 
favorably 
on 
the 


Ikuror applications of L. Sanac, Mission 
San Jose; Niclson & Anderson, Hopkins 
street near Fruitvaie avenue, antl John 
J 
Byrne. 1336 High street, there being- 


no protest. 
The respective bonds hav- 
ing been approved, on motion ot Super- 
visor Horner, 
seconded 
by 
Supervisor 


Rowe, appropriate 
resolutions were 
In- 


troduced and adopted granting to the 
said Sanac. Nlelson & An.lurson 
and 


Byrne penults to obtain licenses for the 
sale of liquor for one i ear, by the fol- 
lowing vote: 
Ay^s: 
Supervisors 
Bridge, 
Horner, 


Rowe and Chairman Mitchell—4. 


HARMON LICENSE DENIED. 


On motion of Supervisor Rowe, second- 


ed bv Supervisor Horner. the 
protest 
against 
the application of H. Harmon 


for a liquor license at Redwood road and 
Allendale avenue was sustained and the 


uoKland, Cal., April 29, 1907—Eveietl 
J. Brown, JJisiuct .Attorney ot Alameu^ 
«~ount>—-LJear bir: 'me uoara ot Bu^er- 
usors wouiu IIH.U to Know u it has powe: 
ana authority under tne law to uuute at 
aliegeo. nuisance 
of. a aiaugnter 
noujt. 
conuucteu oy ^.aam Alay J.L iiaywaidb, J 
peuuon aSKine such action naving beei 
received by tne uoara. 
"Respectfully, 
"JOi-iA f. >-u>->K, Clerk." 
"By H. M. WlL&OiS. Deputy." 
1 beu- to aavise you as louuwu. 


•U tlcla B, Section o, ot the Constltu 


Uon or thu btate of California, says: 


•The buperior Lourc snail nave orig 
Inal jurls-uictlon In ail cases in equu 
• > * 01 actions to prevent or ad«.te 


btatuti-s of California, 1898, page 102 


''""bei'tion 1. The district attorney o 
any county ot Uuu state, In wnicn a pun 
nc nulsanea may now or nereaiter sna 
exist may, ana 
wnen directed oy th 
board of supervisors OL' tue. county, sha. 
bung a civil action in tlie name ot tri 
peopie ot tne stale, to auate bald nui 


lour honorable board is given powe 
and has tne right to direct the dlstrlc 
attorney to bring an action to abate an 
NUUUC nuisance in Lhls county. 
it Is also trua tlia.1 the ul.4lrl.ct attor 
ney may bring sucti action upon his ow 
Uuormatlon; and under Section 373 o 
tue i'unal LOUU It IB Uie duty ot tne dls 
tuct att' 
guilty o 


rable, the Board of Supervisors of the 
»..«».. ~t iin-moA* 
fiftTiHom^Ti- 
Rpolv- 
ounty o 
a—Gentlemen: 
Reply- 
s to vour request for an opinion as to 
nether or not the city of Piedmont is 
gaily entitled to a portion of the Pied- 
ont district road fund, as per resolu- 
on o£ the city of Piedmont, presented 
i your body, and which reads as" fol- 
"Resolved, that the treasurer of the 
ty of" Piedmont be, and he la hereby 
thorlzed and directed to obtain and re- 


! the division of road funds, as above set 
forth, having been approved February 28. 
1007 
such law does not apply to the mat- 
ter under dlscussi-m. Therefore, It Is my 
opinion that the city of Piedmont Is not 
entitled to any portion of such road 
funds. 
Respe'ctfufiv submitted. 
t EVERETT J. BROWN". , 


The following additional opinion on the 


foreffoing subject was received: 
Office of the District Attorney. Onk- 
land, Cal., April 27. 1907—To the Honor- 


elve and receipt for in the name of the i able, the Board of Supervisors of the 
ty of Piedmont, through the board of 
apervisors of the county of Alameaa, 
rom the treasurer of said county, all that 
ortlon of the road fund of said county 
ollectud for the Piedmont road district 
•hich has not been ejcpqnded. and which 
s duo for the care and maintenance or 
Ighways within that portion of the said 
'ledmont road district. Included within 
he limits of the city of Piedmont, as 
nportjoned by the said board of ruper- 
1 besr to advise you as follows: Sec- 
Ion 2(555 of the Political Code reads as 


°"A11 property road tax collected In each 
uad district shall bo expended for road 
jurposes within the district in which It 
a collected, subject to the provisions of 
'ectionu 2«G1 and 2652." 
Section 2651 of the same Code pro- 


•kles: 


Countv of Alameda—Gentlemen: 
I am 


In receipt of ihc following communication 
from vou: 
"Oakland. Cal.. April 22, 1907—Everett 
J. Brown. District Attorney of Alameda 
County—Dear Sir: The board of super- 
visors would like an opinion from vou aq 
to whether or not'they can legally expend 
road funds for the 
improvement 
anil 
maintenance of streets in the city of 
Piedmont, since the Incorporation of that 
municipality. 
Respectfully. 
"JOTfy 
P. COOK Clerk. 
"By H. M. WILSON. Deputy." 
In 'reply thereto I beg to advise you ns 
follows: 
That your honorable body has 
nothing whatever to do with the 
im- 


Crovement and maintenance of streets 
i tne city of Piedmont, since the In- 
corporation 
of that municipality. 
The 
Supreme Court of this state, in the cafe 
of Miller is. County of Kern (137 Cal. 


Rowe and Chairman Mitchell—4. 
Absent-. Supervisor Kelly—1. 
MAP OF SUBDIVHW^OF FRUIT- 


The following resolution was introduc- 


ed by Supervisor Bridge: 
Resolved, that, wnereas the Trans oay 
Rcaltv Co. rresenteu to the uoard 01 su- 
pervisors or the county of Alameda a 
nap entitled "Map of 
Subdivision 
ut 
tYultVil* Uciglits, ' 
embracing 
certain 
territory within the township OL Uroou- 
lyn, county of Alameda. suite of yli- 
'orfiia. dulv acknowledged and certified, 
which said map said rransbay Kealty 
Co is about to record In the office 
of 
the recoider of said county of Alamea.i, 
and does by said map otier to dedicate 
to the public certain parcels of ground 
for public avenues and 
streets, 
now. 


'''The moneys In such general road fund I 521). Jr. discussing this question, says: 
lall be applied to the following 
pur- 
"it the Code relieves the property of 


P™First!!ythe payment of the expenses 
of the general county 
road 
improie- 


'""Se'cond* 'the assistance of weak and 
mpoverlFhed districts in keeping roads in 


repTnlrd! 
the payment of such demands, 
as are payable by law. out of the gen- 
era] road fund. 
* * * 
The same section further provides: 
"That all contracts, authorlzat ons. al- 


lowances, payments 
and 
liabilities 
to 
OWanCOS. payment 
"'i"t 
C 
~o,i» 
fn 
iav made, or attempted to be made 
n 


vto'lhtiou of this act, shall be absolutely 


OFFICE OF THE 


Assessor of Alameda County 


NOTICE TO TftXPAYES 


Oakland. March 5. 1907 


All Perions Firms. Co-nrnr.loa. Corpo- 


rations BflJ Association?, pre required to 
deliver at the .4ss<---so:'f 
office at th« 


Court House. Clry of OnkVn.l. County ol 
Alrimeda, on or before April 1. 1307 • 
stuterr.tnt. u; de, oath, cf all the prop. 


by said map; and be it lurther 
Resolved, that the clerk be and he is 


hereby diiectcd to endorse on said map 
ihe fact of such non-acceptance of salt 
t-treets and avenues as ottered by sal< 


over to Lnii uuunvj n_u.^«. -. --- 
-• .- 
of the rond districts from which It Is re- 


of 


streets, and the city ceased to h a v e a n j 
right to road funds, as Is fully set forth 
n another opinion rendered to you by 
me th?s day. ([Miller vs. County of Kern. 


Nov? "us" to the question whether or 
not the city of Piedmont is entitled to 
any.port^^th^one^n^r^d 


ons of 
section 
of chapter 1, Organliatlon 
Municipal Corporation Acts, provlrtes for 
«uch a case. 
Section C rends as fol- 


'°^ls soon as the officers elector under 
the provisions of either .section 3 or_ sec- 
tion 


application denied, hy the foilowins vote: 


Addlson rcashj. 51J3; C. C. Car- 


penter. .?liu; 
NV. H. Church^ S150; I, II. 


Cobb, $HJU; D. I 
furdta. .M D., 37 


Cook. 
C. K. 


i). J. Uenahy. SIUO, 


I-Jisfeldt. (in; 
George Emerson, 


$1UO, Charles A. Krniav, Silo, John Gal- 
Jejos. SIOO; 
Victor GhirardC'lli, SloO; 
A. 


K 
Harnltn, Sit'1.'; 
Andrew Hanlon, JLUu; 
P. A. ilavllaml, $<>113u; Edith K. Hobbs, 
SIOO; C. F. Horner. SIOO: 
Elerctt Hor- 
ton. Sl'Jii; Wm. Hunter, $100; M. K Kel- 
Jv. Jion, 
C. E. 
JIafoon, 
SI1'": H. r. 
Slathews. 
SIOO. 
F. Mitchell. S34.2u; \V. 
J. Moff.u. $100: 
F. L 
McCready, $100, 


John 11. Hugh, 5100; H. J. Nolan, $10C. 
Oakland Society for the Prevention of 
Ciuolty to Animals, S75; 
J. 
M. 


Slim; Is 
(.1. 
V n i H e r . >UJ 50; Matt 


1'r.ge, 


s . . 
. 


•Sliid; W. J. Rogers. 5100; H. D. Rowp. 
Sf'U 10; 
J. 
M. 
Sabln. Jr.. $150: 
Fred 


iSeulberger, 
Slol.'JO; 
M. J 
Sllva, 
SlOd; 


C. A Sinclair, 5123; P, B. Smith. S.'.4.-|, 
"\Vm. fe'opka, 3100; Thomas 
Stevenson, 


S.I3.SO; 
t_ieo. A. Strlckler. JHS.jij; 
J. K. 
Summers. J100, Mel Tobriner, 51-5: Un- 
ion National Bank (assign 
of Tribune 


Pub. Coj. JS5.07: 
Union National Bank 


(assign 
of 
Tribune 
Pub. 
Co.). 
.M'.'.IU. 


Union National Bank (assign, of Trib- 
une Pub 
Co.). S17.30; 
Union National 


Bank (asylun. of Tribune 
Pub. 
Co.). 


S19.70; 
Union National Bank (assign of 


Tribune Pub. 
Co.). 
S17.32; 
Union 
Na- 


tional Rank (assign, of 
Tribune 
Pub. 


Co), $.1003, 
Union Natlon.il Bank las- 


siirn 
ot Trihiiti, Pub. Co ). $t.--"i; t'lunn 
National Rank (assign, of Tribunf I'lib. 
Co.). 
S'JL'.OO; 
Union National Tlanlt 
I as- 
sign. of Tribune Pub 
Co ). S16.91: 
Un- 
' 
. 
ion Np.tionnl Hank 
of 


Pub 
Co.). 526.15; 
Union National Bnrik 


^assign, 
of Tribune Pub. Co.), 
$17.62; 
Union National Bank (assign, of Tilb- 
ime Pub. Co.). 512.92: 
Union Ntttinna 


Hank (aaslini 
of Tribune 
Pub. 
Co.) 
$3h S?: Vnion National Bank (assign of 
Tribune Pub. Co). 
J 1 3 I S ) ; 
Union 
Nir. 


tlonal Rank (nisiprn 
of 
Tribune 
Pub 
Co.), JU-l.l'S; 
Union National Hani; (as- 


flg-n. of Tribune Pub. fo ), 52S.O.".; 
Un- 


^.. I'. Sorensen was permitted to with- 


Iraw his application for a liquor license 
n Rerlivood Canyon, as it appeared that 
le hjui not complied w!th me law by 
specifically designating tbe locality 
of 


his proposed place of business. 


LOS POSITAS 
CREEK 
BR1DC.E. 


The following resolution was Introduc- 


•d by Supervisor Horner. 


-\Vhor-oas the bridge now existing over 


Los Posltas creek, on the Dublin and 
'Jvennore road. Is in a dangerous con- 
litton, and 
Whereas. It Is considered necessary to 


replace same with a 
more permanent 


structure, now, therefore, be It 
Resolved that tho county surveyor be 


instructed to picpare plans nnd specifi- 
cations for a conciete structure to re- 
place same, together with estimate of 


On motion of Supervisor Horner, sec- 
onded hy Supervisor Rowe. the resolu- 
tion was adopted bv tho fnllowlne vote: 
Ayes: 
Supervisors 
Brlrisre. 
Horner, 


Howe anil Chairman Mitchell—4. 


Absent: 
Supervisor Kelly—1. 
Plans, specifications and an estimate 


of th" cost of tho pronosed bridge were 
received from the countv surveyor, ap- 
proved and ordered placed on file 
Thereupon, 
the 
following 
resolution 


was introduced by SuperUsor Horner: 
Whoveas. plans and specifications, ac- 


oomnanie-cl bv surveyor's estimate for a 
concrete budge crossing 
Los 
Posltas 


rrerU on the P'lhllii and T,!\ ermore roaa. 
have boon presented to this board 
and 
bv it ha\ o been approved and ordered 
placed nn fllo. now 
therefore, be it 


Recolvod 
thnt notice to contractors be 


bv the clnrk nf this board published In 
1hc nnkl.ind Tribune and the l.ivprmorh 
Fcho 
said notice to give Monday, the 


"7th rlav of May. 1007. it 1" o'clock a 
m 
which Is hereby fixed as the dav 


and hour when bids will be received for 


turnev to prosecute all persons 
„ 
_f 
mamuUmnij a nuisance, wno 


iriuiiitaln the tame alter notice in writ- 
Ins irom a health ofllcer, or tram the 
district attimiey, to remove, 
discontinue 


or abate the na-tne. 
1 understand that this matter is be- 


fore your board by petition, ana whether 
your Uoaici directs tne dlbtrict attorney 
to orlng fcuen action, or whether it 
IH 


brought upon his own Information, it will 
be necessary, la any event, to have an 
Investigation made and to ascertain as 
to wliuuier or not a public nuisance ex- 
istsInasmuch as the matter is now be- 
fore jour board, and HO that >ou miy di- 
rect tlie district attorney to bring said 
action, if you BO desire, i quote tlm tol- 
lowlnt; sections of law upon the question 
of nuisance: 
Section 'ill of the Code of Civil Pro- 


cedure reads: 
"Anything which Is Injurious to health, 


or inueeent, or offensive to the senses, 
or an out auction to ihe tree use of prop- 
ertj, so as Co interfere with the com- 
lortiiblu enjoyment of life or property la 
a nuibance, and tho subject ot an action. 
Such action may be brought by any per- 
son whoso property lu injuriously 
af- 


fected, or whose, personal enjoyment 
IH 


lessened 
by the nuisance, and 
by the 


judgment tho nuisance may be enjolnuii 
or abated, as well as damages recov- 
er ed." 


Section 3479 of tho Civil Code of this 


statu provides; 


"Anything which is Injurious to health. 


n accordance with law, all perFons 


LAI I1 I 
um tM UMJ 
U.IKM j «••«» 
-••— 
c 
»u 
It appears that the first portion of the 
iv "i •' 
' •• _ , 
... 
_ 
r.iin/iAocltin m 
nffl- 


i 
LJULC 
Lilt; i»i ,J v i 
- - , 
iection deals with a succession of offi- 
cers in a corporated city, for it reads. 


"All 
persons 
if anv. then In posses- 
sion of the office* " ' * shall deliver to 
the officers so clectccl. all moneys • 
In their official custody.'' 
L I l C l l 
U l l l l ' t L l 
l _ V . t J * l r f L * J 
• 
• 
I 
I 
(-T-1C1 
Then 
If there Is any law by wnich the 
x" 
'' 
.t _., 
i t™ ..«*4,inr1 tn Bn\rl rnflfi 


or Is indecent, or offensive to the senses 
an obstruction to the free 
use 
o.1 


property, BO us to interfere with the 
comfortable enjoyment of life or prop- 
ei ty, or unlawfully obstructs the 
free 
passage or use, In tho customary man- 
ner, 
of any navigable lako or river, bay, 
stream, canal, or baaln, or any public 
park, square, street or highway, is 
a 


nuisunco." 
Section 3480 of the sumo Code, In de- 


fining a public nuisance, says: 
"A public nuisance is one which af- 
fects ac the same time an entire com- 
munity or neighborhood, or any consld- 
erablu number of persons, although the 
extent of thu annoyance or damage In- 
llicted upon Individuals may 
oe 
un- 


equal " 


Section 34S1 of the same Code, in de- 
fining a public nuisance, says: 


"Kvery nuisance not included in the 


definition of the last section Is pri- 
vate." 
Section 370 of the Penal Code defines 
a public nuisance as follows: 
"Anything which Is injurious to health, 
or is Injurious or offensive to the sen-ion, 
or an obstruction to the free use of prop- 
erty, so as to Interfere with the comfort- 
able enjoyment of 
life, 
or 
property, 


Lhe nei'fnrnianeo of pnlil work. 
On motion of Supervisor Horner. Kef- 


Ion National P.-inli (assign, "of Tribune nnclofl by Suponlsor Rowe. the resoln- 


~" 
.n'National Bank tlon was rulnntni'. hy the following_votc: 
Piib. Co ). SI I -">; Union 
(n.s-sicn. of Tribune Pub. Co.). US.Sfi; Un- 
ion National Bank (assign, of Tribune 
Pub 
Co.). S27.5S; 
Harry Volmer. $100; 
Al Williams. 
SIOO; 
Ransome 
Construc- 


tion Co.. $1313.115. 


COUNTY INFIRMARY FUND. 


Miss P. B Alveras, $10; Dr. C. S. Ar- 


nold 
SIO; M. L Ash. SS; O. Bleekmann. 


370. 
L, 
Boye, 
SIS; 
D. Brennan, $«: 
J. 
Brennan. $1V. H 
A. Borchert. ?125; H. 


Buhrman. J7 30; ,1. C. Burke, $30; J 
Cn- 
hlll. SD. T. B. Christie. S5; I Clffler. SS; 
Dr. 
W. A. Clark. 5250: 
C. Cook, 525; 


" 


. 
. 
. 
. 
. 


*"". C'osta. 35; Dr. D. Crosby. $75: 
Duvis. J1.S5: 
F 
Dean. 
<l_'.fl3, I, 


B.Fer- 
. 
. 
_ . , 
. 


eir-n. SIO. 11. G. Firivth. S2'i; J. Galvin, 
J12.50; 
{.". Gnrner. $15: II Gruncl. $050; 


O. D 
Hamlin. $150; \V. Holdrklge, $25; 
Mra 
M. Huirhes. {.Vl; W. H 
irwm. S7V 
r Jeannot. SiiO: S Jeffeis. J-10. H. Jur- 
ger.s. $10. T. F. Kelly. KO: F. King. S2.SO. 
Gen. 
J. Klnz, $2o: T. Lavln. $oO; O 1-ing. 


$10: 
A. t/eEra*. $3.1; It 
M. Levy, SI": U 
L«>wls, $!>. Miss U. I.igsi. $2".. M. Maher. 
$10: C. M.llon»y, $12.50. H 
Ti\ ^[al•lin. 


SliX): J. Mumiv. s?.;'.j; A. O'Brien. $10; C 
Puttlson. SS: W. H Ryan. $20; M. Shce- 
h,ui. $5; K. Shultz, Sl». C. K. Smith. $73, 
M. Stah'. $25^: O. 1C. Stowe. 543 35, Ml.»s 
N Stuart. $-V); R Summers, S12 9S: J. Sul- 
livan 
f2D; C. Walltenherst. $S; Miss M. 


\Vaymore. JS: W A. E. Wiebe. S5. J. I'. 
VTobd. K 


GENKRAL ROAD FUND. 


Ransome Construction Co.. SI 


BROOKLYN DISTRICT ROAD FUND. 


liansome Const! uction Co.. $1. 


SALARY FUND. 


J. B. I.anktree, trustee (assign, of P. 


Aye.s: 
Pupervlsor-" 
Tlrulsrc. 
Horner, 


Row-1 nnd C1-.ill-man >ntchc!l—1. 


Aijsent—Supervisor Kelly—1. 


ABANDONMENT OF ROAD IN BROOK- 


LVN TOWNSHIP. 


A petition, signed by the Central Pa- 


cific Railway Co.. by Wm. H. Mills, C. 
F. Stcplienson, A. Honey and six oth- 
ers, was iccelved asking for an aban- 
donment of a road 60 feet wide in Fruit- 
\ale 
road 
district. 
Accompanj ing the 


petition was a bond In the sum ot $100, 
with Alexander Doig. TV. A. Grahn and 
John F. Connors as sureties. 
On mo- 


tion of Supervisor Bridge, seconded by 
.Supervisor llorner, the bond was approv- 
ed by the following vote: 
A>es: 
Super\ Isors 
Bridge, 
Horner, 


Kow'n find Chairman Mitchell—4. 
Absent: 
Supervisor Kflly—1. 
In support of the Petitioni 
Alexander 


by 
entire 
community 
or 
neigh- 


Doig was sworn, 
lows • 


and testified as fol- 


borhood, or by any considerable number 
of persons, or unlawfully obstructs tile 
free pasaage or use, In tho customary 
manner, of any navigable lake, or river, 
bay, 
stream, canal, or ba-iln, or 
any 
public park, fequaie. street or highway, is 
a public nuisance. 
Section 372 of the Penal Code makes It 
a mlsderneaner to maintain a public nui- 
sance, and reads as follows: 
"Every person who maintains or com- 
mits any public nuisance, the punish- 
ment for which Is not otherwise 
pre- 
scilbed, or who wilfully omits to per- 
form any legal duty relating to the re- 
moval of a public nuisance. Is guilty of 
f. misdemeanor." 


Before your board directs tho district 
attorney to bring such action, or before 
the district attorney brings such action 
upon his own Information, It should first 
be determined, upon Investigation: 
First, whether or not a nuisance ex- 
ists. 
Second, whether It Is a public or a pri- 


vate nuisance. 
Tho question as to whether or not a 
thing is a public nuisance depends not 
so much upon the thing Itself, but as to 


"Do you know all tho facts set forth 


In the "petition?" 
"Yes." 
"Are tnev true?' 
"its. 
"Do you know the signers of the pe- 


tition?" 
"Yes," 


"Are 
these their signatures, and did 
they sign the petition?" 
"Yes." 
"Are they freeholders In the road dis- 


trict mentioned in the petition, and tax- 
able therein for road purposes, and were 
they such at the time they signed the 
p 


tition aie residents of the road district 
mentioned In the petition, were such resi- 
dents at the time they signed the peti- 
tion 
taxable In said district for roao 


the manner In whic 


hing 
h It 
, 
Is conducted. A, 
slaughter house, outside of a municipal- 
ity, may not of Itself be a public rml- 
In 


they suc 
petition?" 
"Yes " 
What two of the signers of the pe- 


. 


HE-PORTS OF COL-NTY AND TOWN- 


SHIP OFFICERS. 


Tho following icports were received 


and ordered filed: 
H 
H 
Howe 
supervisor Fourth 
dis- 


trict, aid to indigenes for April, l^OT. 
W. B. P.ridge. supervisor Second dis- 


trict, aid to mdl?;>nts for April. 1307. 
M. J. Kelly, Sunty treasurer, report 


for April. 1307. 
Dr. C L. Tisdale, coroner, report for 


-_ ----- ...... ----- - -. granting 
of the petition?" "Yes." 
Thereupon, L. C Garden. 
. T. Grubb 


ApnI. 1!)07. 
F. IV. Meyer. 
road 
foreman Decoto 
, 
road district." report for March. 1807. 
I, H 
Whitfield, road foreman Mission 
roa.i district, renort for April. 1907 
Frank H. Sayles. road foreman New- 


ark lo.id district, report for April. 190/. 
Antone George. Jr.. road foreman Al- 


Wirado road district? report for April. 
H'-G?F.' B. Granger, road foreman Alvarado 
lo.ui district, report for April. 130, 
J. Twohig. road foreman Warm Springs 
:iad district, report for April, 190i. 
A. T 
Newth, road fort-man -•'.-ooklyn 


ro'itl district, report for April, ISOi. 
L. C. Garden, road foreman Frultvale 


ronrl district, report for April, 190i. 
H \ 
Dorchert, 
steward 
Receiving 


Hospital, report for April. 1007. 
H A. Borchert. 
In charge of Juvenile 


Jail, report for April. 1307. 
P 
C. Quinn, justice of 
the 
pence. 
Pleasanton township, statement of fees 
•or Aoril, 1907, 


, 
. 
. 


I and 
P. A. Havlland, county surveyor. 
were appointed viewers, on motion of 
Supervisor Bridge, seconded by Super- 
visor Rowe. by the following vote: 
Ayes: 
Supervisors 
Bridge, 
Horner, 
Rowe and Chairman Mitchell— 4, 


Absent: 
Supervisor Kelly — 1. 


VIFjWERS FOR SAN LORENZO ROAD.' 


On motion of Supervisor Bridge, sec- 


onded by Supervisor Rowe. F. A. Havl- 
land. county surveyor. A. B. Carey nnd 
H. Gansberger were appointed viewers on 
the pronosed road In San Lorenzo road 
district, bv tho following vote: 


sanee. and if It Is conducted In a clean. 
orderly and sanitary condition, and is 
not allowed to give general 
offensive 


odors and to offend an entire communi- 
ty, or neighborhood, or any consider- 
able number of persons, then It la not a 
public nuisance: but, on the other hand, 
If It is so conducted as to offend and af- 
fect at the same time an entire commu- 
nity or neighborhood, or any consider- 
able number of persons, then it is 
a. 


public nuisance. 
Consequently, upon Investigation, your 


"board may find that Instead of bMnb 
a public nuisance, the slaughter house In 
question may be a private nuisance, and, 
if It is found that It is a private nui- 
sance, rather than a public nuisance. 
then the Individual has his remedy at 
law. 
In fact, any Individual who com- 
plains of a nuisance, whether It la public 
or private, may bring an action in his 
own behalf to enjoin and abate the riul- 


(Bowen vs. "Wendt. 103 Cal., 238; People 
vs. Wing, 147 Cnl., 239.) 
Therefore, It Is my opinion, and I so 
advise you, that, if you believe, upon In- 
vestigation. that a public nuisance ex- 
ists, by reason of the maintaining or? the 
slaughter house In question, then It Is 
your duty to instruct the district 
at 


torney o 


a^> uti,.^ ji, .....«---•- -- .- 
use 
eas clearly with a public use the 
administration of which use is -vested by 
such general laws in such, corporation. 
I am unable to find any provision in 
the general law by which tbe board of 
trustees of the city of Piedmont are au- 
thorized to receive or expend any por- 
tion of the road funds collected for the 
Piedmont roafi district, or where the ad- 
ministration -of such funds Is vested in 
the trustees of the city of Piedmont; and. 
us the law provides no remedy by which 
a'~part of the road lunds of the Pied- 
mont road district vests in the trustees 
of said city, then the latter part of tne 
section does not apply. 
Neither have I been able to find any 
method whereby the city of Piedmont- 
would be entitled to present any claim 
to the board of supervisors of Alameda 
county, upon whlcn It might base, a legal 
demand lor such fund, or upon which 
the board of supervisors might legally 
authorize the payment of any portion at 
the Piedmont road district lunds to the 
city of Piedmont. 
An Incorporated city is a local subdi- 


vision of a tounty, and within such local 
subdivision the board of supervisors ha\ u 
no authority to expend money for street 
improvement; neither have they any au- 
thority to collect road tax therein. The 
moment the city of Piedmont became an 
Incorporated city the power of tbe noard 
of supervisors to have supervision of its 
streets ceased. 
Our Code provides, as set forth, that 


money collected for road purposes must 
bo expended by tile board of supervisors 
In the manner provided by statute, and 
there is no provision for any expenditure 
of such money within an 
incorporated 


cit>. 
The Piedmont road district still ei- 
Ists and, upon Inquiry of the coucty sur- 
Vfeyor, 1 am Informed that the city of 
Piedmont 
comprises, 
approximately, a 
little over one-quarter of the Piedmont 
road district, and I can find no provi- 
sion allowing your board to take any 
money from the Piedmont road district 
and turn the aamo over to the city of 
Piedmont, which, by Its own act, de- 
prives your body of the right to expend 
money within its corporate limits. 
In the case of Los Angeles County vs. 


Orang-n County (97 Cal., 331), It Is said: 
"Counties are merely local subdivisions 


of tha state, created by the legislature, 
lor governmental purposes, and are de- 
nominated 
public corporations 
for 
the 
reason that they are but pares of the 
machinery employed In carrying on the 
political affairs of the state. 
The legis- 
lature, except as restrained by constitu- 
tional limitations, 
may 
change 
their 
boundaries and extent, consolidate two 
or mare Into ono, or divide and create 
new countloa out of the territory of ono 
or- more previously existing ones. It has 
been established by an unvarying line of 
decisions that upon the creation of a 
new county out of the territary of an- 
other, tho legislature, In the absence of 
constitutional 
restrictions, 
may 
make 
such 
provision with reference to the 
public 
property and 
debts, 
or 
their 


division, as to It may seem juat: and 


incorporated cities and towns from tax- 
ation, it might be said that such a laiv 
would violate the constitutional 
provi- 
sion that all propcrti- shall be taxed in 
proportion to Its value, but 
the 
law 
makes no such exemption. 
It provides 


in substance that the city or town mur= 
maintain ita own streets and alleys; aru 
when It so provides, the inhabitants anc 
property may he relieved from taxation 
for roads outside. 
Such has been tlie 
practical construction put upon our stat- 
utes for many vears, and we do not doubt 
its correctness." 
Piedmont, being a-i Incorporated city, 
the law provides that It has the right, 
and it is so given the right in its char- 
ter, to levy a tax for the purpose 
of 
maintaining Its own streets, and. in turn. 
It is relieved from the road tax levied 
by your honorable body upon property 
outside of Incorporated 
cities. 
Conse- 
quently, It is clear that it must care for 
Its own streets, and is not legally en- 
titled to any portion of the road funds 
expended by your honorable body. 
Respectfully submitted, 
EVERETT J. BRO'WN, District Attorney. 


The opinions were ordered filed, and 


the petition denied. 


TRANSFER OF FUNDS. 


The following resolution was introduc- 


ed by Supervisor Rowe: 
Resolved, that the sum of $2540 be. and 
the same Is hereby ordered 
transferred 
from the county general fund 
to 
the 
state revenue fund, nnd the clerk of tills 
board Is hereby directed to notify the 
auditor and treasurer to make proper en- 
tries of sr.ld transfers of said funds, in 
accordance with this resolution. In their 
honks, on account of 
maintenance ol 


children at ihe California Home for the 
Care of Feeble-Minded at Eldredge. C.il. 
from November. Itnc. to April. 1307, both 
inclusive, as per bills attached. 
On motion of Supervisor Rowe. second- 
ed by Supervisor Bridge, the resolution 
was adopted by the following vote: 
Ayes: 
Supervisors 
Bridge, 
Horner, 


Rowe and Chairman Mitchell—4. 
Absent: 
Supervisor Kellv—1. 
The following resolution was Introduc 


ed bv Supervisor Rowo: 
Resolved, that the sum of $78.25 be. ant 
the same is hereby ordered transferrec 
from 
the county general fund 
to thi 
state revenue fund, and the clerk of thi' 
r-rard is hereby directed to notify the 
auditor and tre-isuror to make proper en 
tries of said transfers of funds, in ac 
corrlance with thu; resolution, in the! 
books on account of maintenance of pu 
pils at the \Vhlttlcr State School, from 
November. 190G. to April. 1S07. both in 
elusive, RS per bills attached. 
On motion of Supervisor Rowe, Pec 


on<]od bv Supervisor Bridge, the 
reso 


lutlon was adopted hy the following vote 
Ayes: 
Sui.ervisors 
BridEO, 
Horner 
Rowe and Chairman Mitchell—4. 


Absent: 
Supervisor Kelly—1. 
The following re-ohrtion was Introduc 


ed bv Sunervisor Rowo: 
Resolved, that the sum of M529.4G be 
nnd tho fame is hereby ordered tr.'ns 
f»rred from the county general fund t 
the state revenue fund, and the cler't o 
thfs board Is hereby directed to notif 
the auditor ami treasurer to make rtrnpe 
rntrlo? of said transfers of funds in nc 
corrlancc with this resolution. In the' 
books—on account of 
maintenance 
r 


children In tho Preston School of Incln- 
trv from November, 1906. to April. 190 
both Inclusive, as ner bills attached. 


On motion of Supervisor Rowe. sec 
onded by Supervisor Bridge the resell 
tlon was adopted by tho follnwlmr vot< 


Ayes: 
Sunorvlsors 
B-Wire. 
Home 
Rowe and Cnnlrrran Mitchell—I. 
Absent: Supervisor Kelly—1. 


DISTRICT ATTORNEY'S OFFICE. 


District Attornev Everett .1. Brown ap 
pearcd before the board and asked tha 
some action ho lalton toward providing 
more room for his office, statlrg thai the 
present quarters are too cramped. 
On 
motion of Supervisor Rowe. seconded by 
Supervisor Brldp-'-. the matter was re- 
ferred to the building committee, by the 
following vote: 
Ayes: 
Supervisors 
Brlflsre, 
Horner, 


Rowe nnd Chairman Mitchell—4. 
Absent: Supervisor Kelly—1. 
TRANSPORTATION FOR MRS. PICO. 
On motion of Supervisor Rowe. sec- 
onded by Supervisor Horner. 
Mel To- 
brinor. Indigent clerk, -was authorized to 
obtain transportation to Los Angeles for 
Mrs. Pico, a widow, and her seven chil- 


ThV following resolution was 
intro- 


Oii motion of 'supervisor Bridge, sec- 
onded bv Supervisor Horner. the resolu- 
tion was adopted by the following *ote: 
Ayes: 
Supervisors 
Biidge. 
Horner. 


Rowe awd Chairman Mitchell—4. 
Absent: Supervisor Kelly—1. 
MAP OF HIGH STREET TERRACE. 
The following resolution 
was 
intro- 


duced by Supervisor Bridge: 
Resolved, that, whereas H. D. Hunting- 
ton presented to the board of supervis- 
ors ot the cunty of Alamcd.i a map en- i *; 
titled "Map of High Street Ten-ace, 
em- » 
.racing certain territory within the town- 
ilp of Brooklyn, county 
of Alameda 
ate 
of California, duly acknowledged 


nd certified, which said may s.ad W. JJ. 
untlngton is about to fcord 
In thr 
tlce of the recorder ot said county o. 
lameda and does bv said map otfer to 
edlcate to the 
nubile certain parcels 
ground for public avenues ano streets, 


ow. therefore, be It 
RcsoUed, that the board of supervis- 
rs of the county of. Alfimocia d.nes..not 


First Monday ot March 


1907 


In accordance- with Sec. 
1529. 
Politico) 


Code. 
Every persr n who refuses or neplects to 


furnish the etat.'menl as piovlded for 1C 
Section 
?.G2». 
Politlcr.1 
Code, 
become! 


liable 10 a fir» of one hundred dollars ani 
the value fixed by th« Assessor on their 
property mu«t not b« reduced bjr UK 
Board of Em aliratlon. 
All persons owr.lr.g real «*tate that hal 
been t.«°ce<:s»5d !n tfc» wrong 
name, 
or 
•rrors hnvc aweared on their tax blils. 
to call ot the Assessor'! 


office or notify the Assessor by mall on 
or before April 1, 1907. so that fie propel 
corrections may be made on th« assesi- 
mont rol" for the year 1907. 
ASSTOSSMI:NT BLANKS may be ob- 
tained at the Assessor's office, room on*. 
Court House, or from any Peputy Aaiea- 


HEiWY P. DAITOH 
A««««or of Alameda County. 


Oakland. California. 


ered by said map, *-..« «- -. —---r- , 
Resolved, that the clerk be. and he is 
erebv, directed to endorse on said map 
ho fact of such non-acceptance of sal'i 
•ets and avenues, as ottered by said 


On' motion of Supervisor Bridge, sec- 


ADJOURNMENT. 


No further 
business 
appearing, 
the 
ioard adjourned, to meet Monday. Ma 
3 1807, at 10 o clock a. m. 


JOHN MlTCHEr..!.., Chairman. 
Attest: J. P._COOK. Clerk.^^ 


LEGAL. 


NOTICE OF TIME SET FOR PROVING 


WILL, ETC. 


In the Superior Court of the County 


ut Alameda. State of California 
In tbe matter of the estate of Demmie 
Famsev. deceased. 
Notice of time set for proving will, etc. 
Notice is hereby given that a petition 


for the probate cf the will of Demmie 
Ramsev, deceased, and for the Issuance 
10 H. ' Ramsey of letters testamentary 
thereon has been filed In this Court, and 
that Monday, the 20th day of May, A. D. 
IftOT at 10 o'clock A. M. of said day, at 
the Court Room of Department No. 4. 
ol said Court, at the Court House In the 
Cltv of Oakland, In said County of Ala- 
meda, 1ms been set for the hearing of 
salfl petition and proving said will, when 
ami where anv person Interested may ap- 
pear and content the same. 
Dated May 


MAN and MACKENZIE. Attorneys for 
Petitioner 
1101 Laguna St., San iran- 


cisco. Cal 
_ 
___— 


NOTICE OF TIME SET FOR PROVING 


WILL. ETC. 
In the Superior Court of the County 


of Alameda, State of California. 
In- tbe mattei of the estate of Exi- 


gene H. 'Avery. deceased. 
Notice of time ?et for proving will. etc. 
Notice Is hereby given that a petition 
for the probate of the will of Eugene H. 
Averv. deceased, and for the issuance to 
Helen M. Avery of letters testamentary 
Ihcreon has been filed in this Court, and 
•hat Monday, the 20th day of May. A. D. 
1907, 
at 10 o'clock A. M. of said day. at 
the Court Room of Department No. 4, of 
saU Court, at the Court House In the 
Cltv of Oakland, in said County of Ala- 
meda, has been set for the hearing of 
sairl petition and proving said will, when 
and wheie any person interested may 


>pear and contest the same. 


OFFICE 
THE 


Assessor of Alameda County 


POLL TAX NOTICE 


Oaklrifl. March S. llWr. 


Notice !« h*reby clv«n that the State 
Poll Tax of two dolars for the year 19OT 
Is now duf. and payable at the Aueac- 
or's office, room one. Court Hou««. or to 
a Deputy Assessor. 
Sec. 3839 of the Political Code reads al 


follo-ws: 
Evpry malo InfctLbltant of the Stat* ovet 


twenty-one md under sixty years of ag«, 
except paul ers, Insane persons «tnd In- 
dians, must annualliy pay a Poll Ta» ol 
two dollars, provided th» same be pal<l 
cetween the 
First Monday in March and 
the First Monday in July 


Then It shall be three dollari. 
Sec. 3846 of the Political Code mak«* l\ 
the duty of the Assessor to "demand Poll 
Tax of every person liable therefor, and 
on the neglect or refusal of such p«r*oc 
to pay. he muflt collect by seizure and 
sale of any personal property owned by 
such person." 
Under Sections 459 to 485 every peraon 


who refuse:, to give h(s own name or the 
name of an? person In his employ, or whc 
In any manner obstructs the Assessor 01 
any of his deputies In the collection ol 
the State Poll Tax, It guilty of a mis- 
demeanor, ^nrt liable to a ftne of J600 01 
Imprisonment in the County Jail, or botfc 
such fine and imprisonment. 


Only those per*.ons under twenty-on* Ol 


over sixty veirs of ore are exempt. Pol! 
Tax must be ppld on demand. 


HENRY P, DAITON 
Assesior o( Alameda. CountT- 
Oakland. California. 


, 
Ayes: 
Supervisors 
ing 
Bridge. 
Horner, 
. 
Rowe and Chairman Mitchell— 4. 


Absent: 
Supervisor Kelly — I. 


EXTENSION OF TIME TO STONE 


COMPANY. 


A request was received from the E. B. 
& A. Ii. Stone Co. for an extension of 
thirty days on their contract to Improve 
Thirtieth avenue and Main street. In the 
Brooklyn road district. 
On motion of 
Supervisor Bridge, seconded by Super- 
visor Horner, the request was granted, 
or 
, 
by the following vcte: 
'Ayes: 
Supervisors 
Brldffe, 
Horner, 
, 
Rowe and Chairman Mitchell 
. 
Absent: 
Supervisor Kelly— 1. 


ACCEPTANCE OF SEMINARY 
AVENUE. 


A communication was received from 


that In the absence 


ay seei 
of any provision in 


this county to commence an 


action, to abate said nuisance. 
I will. also, further state that. If the 
matter is placed before me. and It Is then 
shown to me that a public -nuisance ex- 
ists at the place, In question, or at any 
place In this county, 


. question 
-. then it Is my duty 
to take the necessary legal steps to 
have eaid nuisance abated, and I will 
do so. 
Respectfully submitted. 


ETVERETT J. BROWN. 
District Attorney. ' 


By W. H. DONAHUE. Chief Deputy. 
Tho opinion was ordered filed. On mo- 
tion of Supervisor Rowe, seconded 
by 
Supervisor Horner, It was decided to de- 
clare that Adam May's nla'ughtar houso 
was not a public nuisance, by the fol- 
° Ayes :^° Supervisors 
Brld.58, 
Horner. 


Rowe and Chairman Mitchell—4. 
, 
Absent: Supervisor Kelly-—!. 


PIEDMONT DISTRICT HOAD FUND. 


The following opinion 
wa« 
received 


from the district attorney: 
Office of the District Attorney, Oak- 
land. Cal., April 27, 1907—To the Hon- 


refcrence thereto, the old county will be 
entitled to retain all public property end 
assets, except such public buildings and 
structures as lie within the territory of 
the new. and will also he liable for ail 
Its prior obligations." 
It would appear that the same rule 
would apply In the matter tinder dlscus- 
elon. 
The legislature provides no reme- 
dy whereby a portion of the road fund 
may be turned over to the Incorporated 
city which has been carevd out of the 
road district. 
Consequently, the conclu- 
sion may be reasonably drawn that the 
road funds In question belong 
to 
the 
Piedmont road district. 
The last legislature added a new sec- 
tion to the Political Code, to be num- 
bered section 2656, relating to the dlvl- 
alon of general road funds upon the in- 
corporation of municipalities, or annexa- 
tion to municipalities, and provides thai 
thn unexpended money In the genera 
road fund, or of the highway taxes then 
levied, or In the course of collection, de- 
rived from property situate in such ter- 
ritory, muet be paid over oy the super- 
visors to the proper officers of such cltj 
or Incorporated town, etc., but this lav 
took effect upon February 28. 1907. 
The record of your board ehows tha- 
an order wa« made at your regular meet- 
Ing upon January 28, 1907. declaring the 
territory now known as the city of Pied- 
mont to be duly incorporated as a mu- 
nicipal corporation, and it appears from 
the record* in the office of the county 
clerk of Alameda county that a certl 
(led copy of thli order wax filed In the 
office of the secretary of itate upon Jan 
vary 31. 1907. 
Section 3, chapter 1, Organization o 
Municipal Corporations, provides that th 
Incorporation of a municipality shall b 
deemed complete when the order of you 
board, declaring such municipality In 
corporated shall havo been filed In th 
offlco of the secretary of state. Con»» 
quently. the Incorporation of the city o 
PiedmMt having been completed on Jan 
uarr 31, HOT, and the lav providing fo 


duced by Supervisor Bridge' 
Resolved, that whereas R, E. Will- 
iams presented tn the board of supervis- 
ors of tho county of Alamerta a map on- 
titled "Map of Willlnms Height-;." em- 
bracing certain 
territory 
within 
the 
township of Brooklvn. rounty of Alame- 
da, state of California, duly acknowle-lgAri 
and certified, which said map said R. h,. 
Williams is about to record in tho of- 
fice of the recorder of said countv of 
Alnmeda. anri does hv paid map offor to 
dedicate to the nubile certain parcels of 
ground for public avenues and streets, 
now. therefore, be it 
Resolved, that the hoard of supervisors 


of tho cnuntv of Alamed'i does not ac- 
cept on behalf of the public any of the 
streets or hlghwavs as offered by said 
man; and be It further 
Resolved, that the clerk nf. anil he !« 
hcrehv directed to endorse on said may 
he fact of such non-acceptance of said 
treets and avenues, as offered by said 


On motion of Sunervisor Brlrtire. upe- 
nded bv Supe-vteor Horner. th« reso- 
utlon was adorf-1 bv the fnllowlncr vote: 


Avr>s: 
Supervisors 
Brldee. 
Horner, 
owe and Chairman Mitchell—I. 
Absent—ISupervisor Kelly—1. 


MAP OF LINCOLN HKTGHT8. 


The following resolution was Introduc- 
1 by Supervisor Bridge: 
Resolved, tliat. whereas Bernard L. Kn- 
gelke nnd Ida D. Ehgelke, his attorney 
n fact, has presented to the board ol 
upervisors of the countv of Alarm-da, a 
nan entitled "Map of Lincoln Heights.1 
embracing a certain territory within the 
owr.ship of Brooklyn, county of Ala- 
meda state of California, dulv acknowl- 
edged and certified, which said map pali 
Bernard L. Enpelke Is about to record 
n the office of the recorder of =aid coun- 
v of Alameda. and does br said map of- 
er to dedicate to the public certain par- 
cols of ground for public avenues ana 
streets, now. therefore, be It 
Resolved, that the board of supervis- 
ors of the county of Alamoda dees no 
accept on behalf of the nubile any <if the 
streets avenues or hlghwnvs as offered 
by said map; and be It further 
Resolved, that the clerk he, anrt he 1 
icrehv directed to endorse on said mal 
the fact of such non-acceptance nf salt 
streets and avenues, as offered by salf1 


On motion of Supervisor Bridge 
sec 
onded bv Supervisor Horner the resolu 
tlon was adopted by th» following vote 
Wes: 
Supervisors 
Bridge. 
Horner 
Rowe and Chairman Mitchell—I. 
Absent: Supervisor Kellv—1. 


MAP OF ROSE PARK TRACT. 


The following resolution was Introduc 
ed by Supervis-or Bridge: 
Resolved, that, whereas, Christine V 


Howkini and F. D. Frost presented t 
the Board of supervisors or the count 
of Alameda a map entitled "Map of Roi 
Park Tract," embracing certain territoi 
•within the township 01 Brooklyn, count 
of \lameda, state of California, duly ac 
knowledged and certified, 
which 
sal 
map said Chrtetlne V. HowMns and F. D 
Frost are about to record In the o-fflc 
of the recorder of said county of Ala 
meda, and do by «aid map offer to ded 
cate to the public certain parcels o 
ground for public avenue* tad «treets 
now. therefore, be It 
Resolved, that the- board of supervls 
ors of the county ft Alameda does no 
accept on behalf of the public any of th 
streets, avenues or highways as offere 
by said map: and be It further 
Resolved, that the clerk be. and he 
hereby directed to endorse on said ma 
the fact of sv.ch non-acceptance of sa 
streets and avenues, as offered by sa; 
map. 
On motion of Supervisor Bridge, sei 
onded by Supervisor Horner. the reiolu 
Don was adopted ,by the foUowtar vot 
Aye«: 
Supervisor* 
BrMn. 
Hnra«r. 


'•i 


P. COOK. Clerk. 


Bv A. A. ROGERS. Deputy Clerk. 
J." B. RICHARDSON. Attorney for Pe- 
tioner Bacon Building. Oaklnnd. Cal. 


OTICE OF TIME SET FOR PROVING 
WILL 
ETC.. AND 
APPLICATION 


FOR 
LETTERS 
OF 
ADMINISTRA- 


TION WITH WILL 
ANNEXED. 


In the Superior Court of the County 
Alameda, State of California, 
in the matter o! the estate of Charles 


Klttredge, deceased. 
Notice of time set for proving will, 
c 
and appllr-atlon for letters of ad- 


tn'lutration with will annexed. 
Notice Is hereby given that a petition 
the probate of the will of Charles 
Klttredsre. deceased, and for the Is- 
uaiicc to Maurice C. Klttredge of let- 
era of administration with the will nn- 
exed has been filed In this Court, and 
lat Mcndav. the 20th day of May. A D. 
W, at 10 o'clock A. M. of said day, at 
he Courtroom of Department No. t of 
ild Court, at the Court House In the 
ity of Oakland. In the County of Ala- 
veda has been set for the hearing of 
aid petition, when and where any per- 
on IntfreJtfd may appear mid contest 
he same, and chow cause If any they 
ave why said petition should not be 


Sa!e°d-May MV COOK 
Clerk. 


By A A. ROGERS. Deputy Cleric. 
J B. RICHARDSON, Attorney for Pc- 
Bacon Building. Oakland 
Cal 


NOTTCE OF flME SET FOR PROVINC 


WILL. ETC. 


In the Superior Court of the County 


of Alamed.i, State ot California. 
In the matter of the estate of Hermann 


Toelken, d'-censed. 
Notice of time set for proving- will, etc. 
Notice i? hereby given that a petition 
for the probate of the will ef Hermann 
Toelken. 
<3 -ceased, and tor the issuance 
to Lulse AuKUSte Torlken of letters tas- 
tamentary thereon has been Wed m tWi 
Court and that Friday, the 17th day ol 
Mav, A. Ii, 1907, at 10 o'clock A. M. -jl 
said day. at the Court Room of Depart- 
ment No. 4 of said Court at the Court 
House in the City of Oakland. In saiii 
County of Alameda. has been set for tin- 
hearing of said petition and proving Bali: 
will, when and where any person inter- 
ested mav appear and contest the same. 


Dated May 
_ 


By \VM.. ZAMBKl°KY, IJ»puty Clerk. 
F J. CASTLEHUN, Attorney tor Pe- 


titioner, 1813 Golden Gate Ave . San Frail- 


NOTICE"~oF~"rir?i~TET FCP. PP.CVINO 
WILL, ETC., 
In the ;3uperloi ooui L of the County 


of Alamec a. State of California. 
In tho matter of the estate of Gecr^ 


G Meyer, decided. 
Notice of time set for proving will. etc. 
Notice Is hereby Riven that a petition 
for the piobate of tne will of George fc. 
Myethe p 
rs. ate.-eased, and for the Issuance ti 


J. _.. 
it'oner 
NOTICE OF TIME SET FOR PROVINO 


In the Superior Court of the County 
f Alameda, State o> California. 
' 
In the matter of the estate of Jennie 


E. Bairow. dcceasefl. 
Nctice c: time set for proving will. etc. 
Notice IB hereby elven. that a petition 
or the probate of the will of Jennie B. 
Jarrow, deceased, and for the Issuance 
o C L Colvin of letters testamentary 
herfon has been filed in this Court, and 
hat ITlaay, the 17th day ot May. A. D. 
907, at 10 o'clock A. M. of said day, at 


Lewis L Myers of letters testamentarv 
thereon has been filed In this Court. an.J 
that Frlfli.y. the 17th day of May A. r. 
1<M7, at 10 "o'clock A. M o:' said day. ot 
the 
Court Room of Department No. 
<* 


of said Cc urt, at the Court House In the 
City ot Oikland. in said County of Alc- 
meda, hn.-i been set for tiie hearing of 
said petit'on and proving said will, when 
and when any person interested may ap- 
pear and contest Lhe same. 
Dates /Prl, ^tb.^7. ^^ ^ 
Bv A / 
ROGERS. Drnuty Clerk. 
CLARENCE CROV/ELL. Attorney for 


Petitioner Union Savines Bank Bullaim:. 
Onklind Cal. 
NOTICE OF TIME SET FOR PROVIN3 


WILL. ETC. 


he' Court Room of Departme 


Id day, 
:nt No. 


cf BHld Court, at the Court House in 
the City of Oakland, In Bald County of 
Alameda. has been set for the hearinK 
of said petition and proving said will, 
when and where any person Interested 
may appear and contest the same. 
^ 


Bv A. A. ROC5KRS, Deputy ClerX. 
T" F. Oraber. Attorney for Petitioner. 
TO Broadway. Oakland, gal. 


lerchandise Store of lie- al] perso ,"s hav'.rg claims aprainst the s-flid 
Mercantile Compa-ny _ at I aeceaserl, to exhibit th.«m w.th the new s- 


NOTICE OF SALE. 
Notice la hereby iriven: That on Thurs- 
dav the Zld day of May. 1907. between 
he hours ol 10 o'clock In the morning 
and 12 noon of said day. commencing 
at said hour of 10 o'clock, the under- 
d as assignee and attorney In fact 
i,,! L,'. N. B. Smith, will nil at public 
auction, to the highest bidder. In front 
of the General Merchandise Store of Mc- 
Car!»y & Smith Mercantile Company at 
3hl~(tietown California, all the following 
described property, to wit: Twenty (20) 
Bolld-wheei lumber wagons, having ca- 
pacity of about ten (10) torn each, with 
three-inch axles, made by eaid L. N- B. 
Smith for and at the request of the 
Traction Transportation Company a cor- 
poration, and possession of which has 
kltn and now i» held by the undersigned 
as assignee and attorney In fact of Bail 
L 
N 
B, Smith, 
for his reasonable 
charitea for work done and materials 
furnished in making and constructing 
said wacons. 


In the Superior Court of the County <jf 


Alameda, State of California. 
In the matter of the estate of Mlci 


Sfarls, dicea*.crl. 
Notice nl time set for nrovlnj? will, eto. 
Notice -s h. rchy given that a petition 
for the piobate of the will of Niles Searla. 
deceased, ancJ for thf issuance to Nll'-s 
Searls Jr and Fred Scarls o£ letters tca- 
tamentar-' thereon has brren filed In this 
Court ai.rt that Friday, the 17th day of 
Mav. A. D. 1907. at 10 o'r-'ock A. M. ot 
sairi dav. at the Court Room of Depai t- 
ment No 4. ot said Court, at the Court 
Houre In the City of Oakland, In eaid 
County of Alameda. has been set for the 
hearing < f sa4d petition and proving said 
wiil. wlun and where any person Inter- 
ested mav appear and contest the same. 


Dated May 1st, 1907. 
JOHN P. COOK. Clerk 


By A. V ROGERS. Deputy ClerV. 
FRED SEART.S. Attorney for Petition- 


ers, Nc-V'da C'ty. Cnl 
____ 


' 
NOTICE TO CREDITORS. 


Estate of Nils Peter Palmquist, oe- 


censed. 
Notice Is herebv frh-'-n by the ur.d. r- 
tiened 
a dmmirtrairix with the will an- 
nexed of the estate of Nils Peter Palm- 
qulst 
to th" creditors of o id 


seven (1%) per cent per anmim tnd in- 
terest on the balance of tlJSS.OO from 
. 
the 5th day of September. HOC. at the 
rate of seven per cent (7%) per annum 
fLs afor*sit!d. 
Termi of «ale: Cash In eold coin of 
tho United State* of America. 


OOHPANT. 


fScal ) 
* 
Prosldent. 
A, W. SMITH. 
' 
Secretary. 


NOTICE. 


On and after this date, 'April If. I will 
not be responsible for any debt* con 
by 


«ary votchcis within four months 


firfit publication of this notice to lie 
l adn IniPtratrlx at the office of C)-n- 


ton G. ]>od&e, Room 1«- Xo. 906 Brord- 
•wa<- Stieel. Oak'anfl 
California, which 
sa'.d office the •un<]pr?itrne*l selects as 
~ 


of busings 
all matters ccn- 
' 
nected u-ith said estate of Nils Pe'er 
Palmiju!: t. dectis^d. 
SOPHIA A. PALMQTJTST. 


Administratrix w'th th" wPl anncxefl of 
the estate of N:ls P-jfr PalmquSst. de- 
Pa t»d. O 


GENERAL NOTICE. 


O't.kT.ind. Cs'... May 8' I9T'. 
To wi om it may rorcern: 
Notice !• 
hereby t-'vr". thst 1 will, n: IE o'rlofk ..;.. 
on Vay 1C;V. l^. pnrrharfc of c alre Le 
Boulang-r. o'n the p-emlses. the Isrrnltij* 
and othir pcisona! property cor.!iiln-1 m 
the frane bv'I^ing known as ana num- 
bered 17B Broadway. Oak'Tid. Cal.. :o- 
eether v-ith the IM.SO of ssld premises 
E 
MRS JANE ANNWTT. 


STOCKHOLDERS' MEETING. 


Oakland, Cal., May i. 100'. 


The annual meeting of the stockholders 


of the Alcatraz Masonic Hall 
AHBOC la^ 


tlon will be held on Tuesday, the 4th ilay 
of June, ftt K p. m., at th* Alcatraz T!a- 
fonlc H*H. Seventh find Peralta streets, 
for the election of directors for the en- 
culng VAT. 
HENRY B. SCHINDLER. Prestdunt. 
R. a. GRAHAM, Secretary. 


L 


MONDAY EVENING, 
OAKLAND TRIBUNE. 
MAY 13, 1907. 


OFFICIAL RECORDS 


SPECIALLY REPORTED DAILY T O THE TRIBUNE. 


DEEDS RECORDED FRIDAY, MAY 10, 


1907. 


Charles Adams to Tillle Adams. S Pa- 


cific avenue 125 W Bay street, S 32.20 i'' ~ ' 
by E 12c. pcrtlor. hlock K. Page & Taylcr | sOa™ 
tract. Alameda. gift 
' 
Joseph V. and Emma C. Bacon (wife) 
to Beach II. Dean E Glen street, where 
same Is intersected by lot 64, map here- 
inafter referred to, thence N 33 b> E iDa, 
S 33 feet of lots 52 and 53 and center poi - 
tlon lot 54 btniK SW corner, comprism-; 
4 feet bv 3?, feet. Buena Vista Home- 
stead, Oakland: no. 
Harbor Citlc.-. Re.ilt;. Co to Thomas D. 


rosubdlvlsion blocks D and B. Garrison 
tract: S2.70 (451). 
Thomas Prlngle to same, entire block 
P Q R and" U," lota 30 to 38, block 


316. 
.w to same, lot 
24, 
blocK 
1, 


aprumuim tract, 51.01 (485). 
R P Wright to same, entire blocks N, 
P Q R and U, lots 20 to 38. block S, traet 
U. Berkeley L. and T. I. Association, 5S.62 
'llarj A. Scaton to same. W 16 feet lot 
11,, block 106, lot 17, block 106, Sisternn 
tract, $-'. II. 
Manuel R. Scares to same. « Isintn 


S block A, lUgents Park No. 3. Berkels-> ; 
$10Thomas D Collls to Nua Collls (wife). 
same. Bcr.'.elev. crift. 
J. T. Hollenbcek to Faith Jackson. loM 
3 and 4 bock C. lots 13. 14 and 15 block 
B, Hagemann & Mangel" tiact, Brookl.% n 
township; S10 
John M. and Emma S. Foy (wife) to 
George I,. Mohr, N Parker street. 320 E 


• Grove E 33 by X 120 (55, E 25 ftot lot 10 
and W 10 lot'20. block 9. Shattuck tract 
No. 4. Berkeley; $10. 
Edward T. Flint fsincle) to Margaret 
L. Heineken (widow). NW Oakland ave- 
nue. 275 S1.'- lies.,, XW 120 SW 25. SE 
10 SW 15. SE 110, NE 40. NL 40 feet lot i 
3,'block G, resubdlvlbion S 20 lot 2S and I 
lots 23 and 37. blorl: G, map No. 4 Flint 
tract, Oakland; SK>. 
TAX DEEDS RECORDED FRIDAY. MAY 


10, 1907, 


And are all dated July 9, 1906, and are In 
Berkeley; for non-payment of taxes for 
year 1905; C. R. Lord, Tax Collector. 
Nancy E. Uachclder to J. G. Klumpke, 
mortgagee's Interest in lots 2 and 3, Lorrn 
Villa tract; S 
fi 15 (205). 
John Gibson and H. W. Macv to same, 


lot 23, block 3, Santa re tiact, SO 13 (200). 
Bernard Kromtr to same. Sot E, blocu 


8, Curtis tract, 55 71 (3S3). 
David Claik to s<um\ lot 2S, block It, 
Shattuck tract No. 6; S2.0 1 (210). 
Annie Josi ;>h to same, lot 7, block J, 
Harmon tract, Sll 53 (27IJ). 
James Spitrs to same, lots 13 and 14, 


block 1, Beaver tract, $13.47 (12S) 
Andrew Hunker to same E 33'i lot 1. 


T\- G61/. lot 1, block I. State L'nUerslty 
Homestead Xo 3; 57.28 (ii)5). 


„,,„,,, street, 150 S Channlng way, W 130 by ~ 


R iiio, lot •"'?. portion block 136, Haft tract; JJ 30 


""Joseph Conepa to same, lot 3, block 135, 
" AuiWla' Solar! to same, lot 2. block 13G, 
same; S2.4C (52). 
. 
. 
Antonio Canepa to same, 
13". same; S2.40 (31). 


lot 1, block 


u I . 
S i l - l l l ^ , 
.1-.1U 
\,uif. 
Manuel J Olivera to same, lot 20, block 


135. Aveiv tract; .12.19 (50K). 
Jean Mlalock to H 
Weiman, lot 20, 


block 134. Raymond tract; $270 (jO). 
F. M Merrill to J. E Shattuck, lot 2o. 


block 10 amended 
map 
Central Park 


R 'P Wriqht to same, lots 34 to 42, 


block 30. tract B, Berkeley L. and T. I. 
Association. S2 34 (44S). 
Berrv-Ban"b Land Co to same, lot 10, 
block K, Pen--,-Bangs tiact; S3.90 (130). 
State SiiUnes Bank 
to same, mort- 
gagec's interest portion lot L, iiewbury 


W 'lc''Blakr to same, lot 16. block H, S 


portion Blake tract: $3.71 (422). 
Charles Boudiow to same, lot 3, block 


E, S portion same, S3 59 (421). 
Calitornla Home Building and L-oan As- 
sociation to same, lot 13, block 3, Case 
tract; 52 19 (413) 
„ 
n 
Manuel J Olivera to same lots 
i and 


S block Ifio, Gruvson tract; $2.08 (414). 
'Standard Loan and Trust Co, to same, 
X 21 feet o! S 34 lot K. block 5, Graves At 
Taslor tiact; (C 75 (401). 
S M Baker t" same, lot 1, block fc, 
Iloopklns Terrace No. 3, S3 71 (!l)3). 
Xathan Brown to same, lots 2J ana ±3, 


Potter tract; $2.61 (40S). 
Frank Cushnahan to same, lots 54 and 


55 Potter tract, $2 fil (409) 
Pacific States Loan and Building Co. 


to same, lots 174 to 176 and 102, same; 


^t^Sj1^^- 
Sarn°' 10t :' DEEDs'VRECORDEDg(SATURDAY, MAY 


MnhSBhiE tSacTfj 7f(323)bI°Ck H> 
I George Sterling 'to Carrie H. Sterling 
P Same to came lot 26; block 7, same; j (w Ife), lots. 60, 62 and G4, Piedmont tract 
$3.29 (421). 
C. Campnano to same, E 40 feet lot 1, 
Wock 6, State University Homestead No. 
3; S5.33 (2J3). 
Unknown owners to same lot 31, block 
D, S portion Blako tract; $533 (216). 


"W. A. Bascom to s ime, lotii 15 and 16, 
Wock D, Adeline tract. 45.SB (it7). 
California. Home Building and Loan As- 
sociation to same, lot SI, block 1, Grove- 
street" Line tract, $010 (418). 
R P. Wright to J. E Shattuck, lots 4o 
to 50, block 30, tract B, Beikeley L. and 
T. I. Association; $2.2 i (14C). 
C D. Kelly to same., lot 32. block A. 
resubdivlslon lot 3. 
Dohr 
tract; $1.74 


H. L. "Ross to same, lot 81, block D, 


NOTICE 
OF 
SALE 
OF 
REAL 


PROPERTY. 
In ths Superior Court of the County ot 
Alameda, State of CaUlornta, Dept. 4. 


In'tbe°rnatter of the guardianship of 
the persons and estates of Beach_Car- 


° W R ' Irick to Lewis H. Lee, lot 20, 
block N. Foothill Pajk, Brooklyn town 
S Antonio and Ermellnda Agrella to An 
tonio O. Flguelra, NE East Nineteenth 
street 75 N\V Twenty-first avenue, NVV 
'5 by NE 140, lot 9. block 49, San An- 
tonio'. Oakland, UO. 
Asa V. and Florence Mendenhall to the 
E. P. Vandercok Co. (corporation) N 
Third street, 23 W Lewis, W 25 by N 100, 
lot 2, block 468, Bay View Homestead, 
°aLe'onu.: Duff (single) to M. S. Stockwell 
(widow), lot 3, block F, map Doc tract, 
Alameda county; $10. 
Harriet Boyer (sole trader) to Henry 


Ketwell SW "Francisco street and McGee 
avenue, W 80 by S 32. portion lot 1, block 
2. State University Homestead 
Associa- 


tion No. 5, Berkelev: $10. 
August and 'Alinda Wajdenmeler 
to 
John Kunnemann,' NW Adeline and \\est 
Eighth street, N 99.81 by W 50, portion 
block 547, Oakland; ?10 
p MI j M,.rnii to J. F. McVey and P. 
AJI nit i.iiw.^1. 
"~ , 
J T - > 
K 
r«<i>> 
I " . 
Mt-'rnU CO J- 
E • l",^ • *:.* 
«*ii^ •••• 
the persons and estates of Beach Car- 
i 
' •' 
- 'B"| ~ Btroet 
250 N Forty- 
te- Soule Jr. and Everett Pomroy Soule, 1 B. Sm'tt',,11'E 
b?Je 
0^JA 
B g 7J, w 120, lot 6, 
minors. 
Notice of sale of. real property. 
Notice Is hereby given that In pursu- 
ance of an order or the Superior Court 
of the County of Alameda, State of Cali- 
fornia, made on the Fifth day of April, 
A. D. 1907, In the matter of tho Guardian- 
ship of the Persons and Estates of Beacn 
Carter SiAilo Jr., 
and Everett Pomroy 
Soule, minors, tho undersigned, as guar- 
dian ot tho persons and estates of said 
minors, will sell, at private sale, to the 
highest bidder, for cash, gold coin ot the 
United States of America, and subject 
to confirmation by .said Superior Court, 
on Wednesday, the 2Sth day of May, A. 
D 1007. at eleven o'clock A. M. of that 
da> at the office of E C. Sessions & Co, 
Room 22S Albany Block No 12^3 Broad- 
way, in the City of Oakland, County of 
Mamecla, State of 
California, all the 


rlKht 
title, interest and estate of said 
Beach Carter Soule Jr.. and Everett Pom- 
roy Soule, minors, and of each of said 
minors, in and to ail that certain lot. 
piece or parcel of land situate, lying and 
being in said City of Oakland. County 
of Alameda, 
State of Callforn a. and 
bounded and pai ticularly described as 
follows, to wit: 
, 
Commencing at the point formed b>- 
the intersection of the southerly line of 
10th Street with the easterly 
line 
ot 
Broadway, 
thence 
running 
southerly 
along the easterly line of Broadway, two 
hundred (200) feet, to the northerly line 
of 9th Street; thence running easteny 
along said northerly lino of 9th Street 
one hundred and twenty-five Clio) feet; 
thence at nght angles 
northerly, one 
hundred (100J feet; thence at right angles 
westerly twenty-five (2o )f4£t, thence at 
right angles northerly one Jundred (10U) 
feet to the southerly lino of 10th Stre«t; 
thence 
westerly along said southerly 
line of 10th Street, one hundred 
CllXij 
feet 
to the 
point of commencement, 
being lots One a), Two (2). Three (3). 
your (4), Five (5). Six (C). Seven (7 . 
Eight (S). Nino (9). Twenty-seven (20, 
and Twenty-eight (2S). In Block Ono Hun- 
dred and Nineteen (119). as per Kellers- 
berger's map ot Oakland on file In the 
office of the County Recorder of said 
Alameda County. 
Terms and conditions ot sale: 
Cash 
gold coin of the United States of Amer- 
ica' ten per cent of purchase money to 
be paid to tho undersigned guardian on 
the day of sale, balance thereof on con- 
firmation of sale by tho said Superior 
Court; deed ru Jho^xp^nse^of ^he ^ur- 
chaser. 
Guardian 


a t t o expense 
SAMUEL FOORM.AN. JR. 
of the persons and estates of 
Beach Carter Soulo Jr. 
Pomioy Soule, minors. 
Dated, Oakland, California, 
1007. 


Everett 


May llth. 


NOTICE OF SALE OF REAL 
* 
PROPERTY. 
In the Suponoi Court ot tho County of 
Alameda. State of California, DepL 4. 


in°'the'"matter of the estate of Ethsl 
Pomroy Soule, deceased. 
Notice ot sale of real property. 
Notice Is hereby given that In pursu- 
ance ot an orclei of the Superior Court 
of the County of Alameda. State or Cali- 
fornia, made on the Tenth day of May. 
A D 1007. in thr. matter of the estate 
of Ethel Pomroy Soule. deceased, the un- 
dersigned as administrator of the estate 
of saUl decedent, will s-cll. at private sale, 
to the highest bidder, for cash, gold coin 
of the United States of Amei-ica, and sub- 
ject to contlrrnatlon by said Sutu'i'lor 
Court, on Wednesday, tho 29th d.iv of 
May A D 1907, at eleven o'clock A. M. 
ot that ci.o. at the office cf K C. Ses- 
elons & Co . Room 22h Altiaru Ulock, No 
325S Broadway. In the Cllj ot Oakland. 
County ot Alarncda. St.ita of California, 
all the right title. lnt,-rpbL and estate of 
Sflid Ethel Pomroy houlo at the time o£ 
her death, and all tho right, title an'1 In- 
terest that tho .>.siaie of sala Ethel Pom- 
roy Soule. <l-i'«M$eil. has bv operation of 
law or othei \\lse acuulred. other than. 
or in addition to, that of the said Ethel 
Pomrov Sonle at tho time of her death, 
•'n r-nd to all that certain lot, piece or 
narce: of land situate, l_\ln(r anil being in 
said City ot Oakland, County of Alameda, 
State of Calltoi nla. and bounded and par- 
ticularly described .is follows, to wit: 
Commencing at tnr point formed b>- 
the Intersection of the southerly line of 
Tenth Street with the easterly line of 
Broadway, 
thence 
running 
southerly 
alon" the easterly line of Broadway, two 
hundred (200) feet, to the northerly line 
along said northerly line of 9th Street 
one hundred and twenty-live CIS) feet; 
thence at 
right angles, northerlv one 
hundred (100) feet: thence at right angles 
westerly twenty-five <»•> feet, thence at 
right angles, northeilv one hundred (100) 
feet to tlu1 southerly line of Tenth street: 
thence westerly along said southerly lino 


tulm'T^rE'lTo"'^.^ 73, W 120, lot 6, 
block 2, subdivision portion plot b. V. 
and D. Peralta, Emeryville. Oakland; $10. 
TAX DEEDS RECORDED SATURDAY, 


MAY 11, 1907. 


The following tax deeds are all datetl 


July 9 1906, and were executed by C. K. 
Lord 
tax collector, and are for prop- 


erty situated In Berkeley: 
M. J. K. Mohr to J. E. Shattuck, W 44 
feet of lot 3 block 3, State University 
Hornet-tead Association; ?5.14 (No. 199) 
Same to same, N 133 feet of lot 7, block 


7, same, $8. 
,. 
, 
J J. Prcndergast to same, lots 14 and 
15, block 8, Case tract; $2.48 (No. 106). 
M J R. Mohr to same. E 44 feet of n 
88 feet of lot 3, block 3, State University 
Homestead No. 3; $5.14 (No 198). 
J. Marechal to same, lots 1 and 2, block 
E, Smith's resubdivlsion Mathews tract 
~i' I-..' Knittle to same, lot 4, block 5 
Case tract; $4.37 (No. 192). 
Stanlev F. Ellman to same, lot 26, block 


34 Smith's resubdivlslon. Mathcsvs, tract 
$2!46 (No. 187). 
Hannah T. Lewis to same, lots 41 anc 


42, block 34, same; $4.37 (No. 188). 
J. Marechal to same, lot 2, block B, 


Marv Ingiam to same, lots 1 and 2 
block's same; $250 (l>o. 190). 
Kose M. Shattuck to same TV 30 fee 


of lot 8 and E 10 feet of lot 9, block 
4, Shattuck tract 2; $1.99. 
Eva V Carlln to same, lot 8, block 6 


Barker tract, $8.67 (No 142). 
George M. Parkinson to same, N Blake 


183 W Saattuck avenue, N 129.65 by E 
60 portion block 7, ShaKuck tract No 
4; $4 37 (No. 139). 
Thomas Hart to same, SE corner Dana 
and Allston way. E 137 by S 30. portion 
block 3 Villa Lots adjacent to University 
on the south; $9.15 (No. 136). 
Harry H. Blbhop to same, lot 99, Pot 


ter tract; $2.14 (No. 176). 
Lizzie Bums (trustee) to same, lot 88 


same; $2 GS. 
L. E. Hunt to same, lot 15, block 19 
Daley's Scenic Park; $6.92 (No. 172). 
Lola E. Robinson to same, lot 14, block 


4 Graves & Taylor tract; $3.08 (No. 168) 
'F. M. Lowell to same, N 30 feet of lo 
10 block 1. same; $3.76 (No. 167). 
James Scott to same, N 40 feet of S 


44 feet of lot 14. block 22, Berkeley Villa 
Association; $647 (No. 165). 
Unknown owners to game. N SO feet o 
lot 7 block 19. same; $1063 (No. 163). 
George R. Moss to same, N 40 feet o 
lot 2 block 15, same; $3.80 (No. 130). 
Same to same; N 40 feet of S 80 fee 
of lot 2 block 15. same; $3.80 (No 160) 
Nellie Montague to name, S SO feet o 
lot 5 block 11, same; $7 24 (No. 136). 
Louisa O'Toolo to same. N 40 feet o 


lot 2 block 12, same; $6.04 (No. 138). 
F D. Chase to bame. W 40 feet of lo 


1, W 40. N 20 feet of lot 4, block 4 
Graves & Taylor tract; $3.90 (No. IBS). 
Victor Treulllck to same, lot 3. block 1 
same.; 82.48 (No. 155). 
Adolph Martlnelll to same, E Grove 9 
N Delaware, Janes traot as recorded 
"ke'nry Hansen to same. lots 227 and 228 
Potter Iract; S2.93 (No. 177). 
State Savings Bank to samo, mort 
gagno'3 Interest In S 38.5 feet of lot 7 
him k 178. amended map Snyder tract 
SI 94 (Xo. 179). 
M. Anderson to same, N 50 feet of 


60 feet of lot 1 block 4, Kearney tract 
82.48 (Xo. 109). 
A. Chlchester to same. S 60 feet of lo 


3, block 4. same; $2 26 (No. 110). 
C. S Winchester to same, B- 40 6 fee 


of lot 14, block B, Leonard tract; $3.6 
'H! G. 'Pratt to same, lots 8 and 1 
Wlnfield place; $2.80 (No. 104), 
Mary A- Alvcrez to samo, mortgagee 
Interest In lot 24. block B, Levlston tract 
$380 (No. 102). 
Roxana Wheaton to same, lot 16, bloc 
14, i?ollegE> Homestead; $5.79 (No 129). 
Maria Froncom to same. E 50 feet o 


W 100 feet of S 120 feet of lot 4. block 
same; $4.37 (No. 125). 
C. H. Marsh and A. Stlckneg to Fran 
McAllister, mortgagees' Interest 
In lo 
13, block 5. Barker tract; $17.27 (No. 141) 
Jane M. Ballentlne to William Nice 
Co. mortgagee's Interest In E 100 fee 
of S 100 feet of lot 4. block 6. Colleg 
Homestead. $22 (No. 380). 
Samuel P. de Booba Co H. Weiman 
portion l>tng E of tide land survey lot 
17 and 18 block H, tract B, Berkeley 1 
& T I. Association; $4.24 
Charles A. Biitley to Town of Berkeley 


W Fourth. 145 10V4 N Bristol, W 123.4, r 
16.02-3, E 123, S 4.895. portion lot 
block 7S, same; $1.72. 
T. G Watterson to J. E. Shattuck. lo 


of"T"entn"street, one hundred 000', feet 
to the point of commencement. b"ing lots 
One (1). Two C). Thrci (3). Four 
(4J. 
Five P>. Six (6). Seven 
(T>. Eight (S). 
Nine (0). Twentv-seven (2.). and Twentj- 
eight ('"!) 
in Block One Hundred and 
Nineteen (119) as per Kcilersbergcr's Map 
of Oakland on tile In the office of the 
Countv Recorder of said Alameda County. 
Terms and conditions of sale: 
Cash, 
gold coin of the United States of Amer- 
ica' tor per cent of mtrchase mor.ev to 
tie paid to the undo:signed administrator 
on the dav of sale, balance thrieot on 
conlirmntton of sale by the said Superior 
Court; deed at the expense of the pur- i 
chaser 
I 
EDWARD C. SESSIONS JR.. 
'Administrator of the Estate of Kthel | 


20. block 11. amended map Central Par 
tract: $5 33. 
Ruby Rogers to same, lot 34, block 
same, $5.10 (No. 261). 
Paul W. Turnburnt to same, lot 6. bloc 


5. same; $2.48 (No. 260). 
George K. Holloway to same. S Woo 
scy. 75 W Shattuck avenue. \V 29.98. 
35, E 27 95. N 31.01. lot 1, Berkeley Par 
tract, $265 (No. 258). 
» 
J. F. Jackson to same, lot 20. bloc 
J. Harmon tract, $3.83 (No. 277). 


—. McMeeker to same, lot 1. block B 
Teacher tract; $3.41 (Xo. 283). 
Peter Hansen to same, lots 16 17 an 


1?, Moutain View tract; $5 57 (Xo. 282 


L. C Cassldy to same. S 54 1-4 feet c 
lot 125. block 1, Regent-street Hornestea( 


.nnimiaii-iiiij.. 
ul 
L..,- £••'""- " 
| John P. Johnson to same, S Alcatra 
» otktndfTaSma. M*r llth, teV&SdgSM: ^^(NVlia 


Eliza P. Brown to same, lots 2 and 3, 
orln Villa tract; S2.28 CNo. 294). 
Elizabeth A. Crosthwalte to same, lot 
. block 5, Santa Fe tract No. 5; $4.84 
Vo. 298). 
John T. Hlnch and E. J. Shepardson 


> same, W 35 feet of S 181 feet of lot 
>. block B, Paradise Pajk; $5.33 (No. 
. W. Walmsley to same N 27 feet of 
t 13, Hawley tract, $1 99 (No. 245). 
=ROBATE 
RECORDED 
SATURDAY, 


MAY 11, 1907. 


Estate T. H. Allen to Ellis B. Rlckards. 
eciee terminating homestead Interest, Q 
d. 348, W Rutherford avenue, 160.5 N 
lerman. N 35 by W 104, lot 16, block B, 
Ing tract on Fruitvale avenue, Brook- 
n township (25000) 
MORTGAGES RECORDED FRIDAY, 


MAY 10, 1907. 


George L,. and Josephine Mohr (wife) 
i Vesta M. Colby (widow), same as In 
eed from John M. Tay et ux., 1 year at 


per cent, Berkeley, $2300. 
ORTGAGES RECORDED SATURDAY, 


MAY 
11, 1907. 


G. E. 
and 
Daisy Tuman 
I wife) 
to 
aimers & Merchants Savings Bank, NW 
enth avenue. 37.6 NE East Twenty- 
urtr ( NE 112.6. NW 150. SW 150, SE 
• , NE 37 0 SE 113 to beginning, portion 
ock 149, Clinton, 1 year, Oakland; $5000. 
John and Mary Maisano (wife) to An- 
>nio Agrella, W corner of Twenty-first 
.•enue and East Twenty-first street, SW 
0 by NW 25, lot 1, block 52, resubdl- 
sion block 52, San Antonio, 3 years at 
per cent, Oakland; $1200. 
Frank L. Colt and A J Dunlap to J. 
. Frank, NW Walter avenue 
120 NB 
iMnouth. NW 10. NW 13250, S W40, SE 
12.50 to beginning, being lot 4, block J. 
nended map Moss tract as recorded, 1 
ear, Btooklyn township; $800 
alter and Christiana Larson to George 
Mlliam and Elizabeth A. Gunn (wife), 
E Olive, 247 39 SB Peralta avenue, SE 
I, NB 102 S7, NW 
!0, SW 102.49, lot 8, 


tap Peralta-avenue tract, 3 years at 7 
er cent, Brooklyn township; $300. 
Joseph and Emma J. Rlley (wife) to 
ame. N Fitty-seventh, 165.44 W Adeline. 
123 bv W 40, lot 60 and S. 18 feet of lot 


i, Oakland; $1000. 
EEDS OF TRUST RECORDED FRI- 


DAY, MAY 10, 1907. 


Nlta Collis (wife of Thomas D. Collls) 
) E 
H 
Richaiclson and R. H. Allen, 
ruatees George R. Willia'ms, same afc in 
eed from Thomas D. Collis, Berkeley, 
1600. 
EEDS OF TRUST RECORDED SAT- 


URDAY, MAY 11, >907. 


Algle B. and Howard "Logan to Bank- 
's' Trust Co. trustee Oakland Bank of 
avlngs, N Blake, 200 W Fulton, 
50 by 


" 135, lot 26, Steele tract, ^Berkeley, $825. 


GOING 


EAST? 


CHEAP RATES 


Chicago & Back! 


$72.50 


St. Louis & Back! 


$67.50 


Missouri River & Back! 


$60.00 


May 20, 21, June 6, 7, 8, July 3, 4, 5 


Norfolk & Back! 


(Jamestown Exposition). About hal> 
rates. 
May 25, 20, 27, June 0, 7, 8, July 9, 


10, 31. 


Atlantic City & Back! 


About 
half 
rates. 
Via New York, 


slightly higher. 


May 25. 2C, 27 


Through Tourist Sleeper excursions, 
personally conducted via Salt Lake, 
scenic Colorado and Denver to th« 
East. Daily through Standard Sleep- 
ers. 


Write or call. Let me plan your 
trip via the various diverse routes 
of the Burlington. 


W. D. SANBORN, 


Q, A.. Burlington Route, 


795 Market Street, 
San Frcnoltoo, Cat. 


Southern-Padfic-Rock Island Route 
Kansas City-SL Louis-Chicago 


Travels the famous coast line. 
Quick time, polite attendants, 


the rule of the 


Golden State Limited 


The short line between Los 
Angeles and Chicago. Call 


or write— 


W. F. HOLTON. 
C. P. & T. Agt. 


Q. T. FORSYTH, 
D. F. & P. Agt., 


Cor. 13th and Franklin St», 


Oakland, Calif. 


Phone Oakland 543. 


Brides and Grooms 
Plan your trip so as to take advan- 
tage of the Cheap Excursions to 
the East 


May 20, 21,25,26,27 
June 
6, 
7, 
8 


July 3, 4, 5,9, 10, 31, 
August 8, 9, 10,19,29 
September 11,12, 13 


You should stop at the Grand Can- 
yon on the way. Call, write or phone 
me and we will prepare your whole 
trip. 


F. W. PRINCE, 673 Market St., 


SAN FRANCISCO 


J. J. WARNER, 1112 Broadway 


OAKLAND 


A 
Bank's 
Ability 


to transact your bonking business 
i 


promptly and efficiently depends upon 
f 


Us equipment. 
J 


The equipment of this Bank cm- 
5 
bodies every modern facility for the { 
satisfactory transaction of all business 
Z 
entrusted to_lt. 
5 


Ton are respectfully Invited to call 
S 


and open an account. 
J 


Interest Paid on Certifi- \ 


cates of Deposit. 


N.W. Cor. 12th St & Broadway 


Oakland, California 


United St«t«« Depositary. 


(Incorporated 1375.) 


Italian Popular Bank 


Broadway and Eighth St. 


Oakland 


Commercial and Savings 


Loans 


CAPTITAL STOCK $250,000.03 


CHEV. J. F. FUGAZI, President. 
F. N. BELGRANO C«thler. 
P. MORBID, As«lttsnt C=»hler. 
G. CHIGLIERI. Local Manager. 


ALL TRAINS OA'LY—Unlcu Other- 
wile Noted- 


DEPARTURES 


And 


ARRIVALS 


OAKLAND 


Train, are due. tr «rr!»« and lean 


-AT— 


SIXTEEXTE--5TRF.ET STATIOH. 


Like a Meteor 


through 
the Sky 


THE FLIGHT OF THE 


Southern-Union Pacific 


Overland Limited 


68 hours to Chicago over 
the great Salt Lake cut off. 
Summer excursion tickets hon- 
ored— Observation Car--- 
Interesting Scenery. Call or 


write— 


W. F. HOLTON. 
C. P. A T. Agt. 


O. T. FORSYTH. 
D. F. & P. Agt.,' 


Cor. 13th 4. Franklin St.- 


Oakland. Calif. 


Phone Oakland 543 


2(1. 1000, 


SUNSET 
EXPRESS 


Comfortable and easy way to 


Los Angeles, £l Paso, New Or- 
leans, Chicago, New 
York , and 


Boston; 100 miles along the 
Ocean Shore; through 
orange 


groves and cotton fields; Pali- 
sades of the Rio Grande; obser- 
vation car, liberty diner; person- 
ally conducted tourist cars. 


"~ 
CALL OR WRITE 
- 


.W. F. HOLTON, C. P. & T. Agt 
G. T. FORSYTH, D. F. & P. Agt. 


Cor. lltb and Franklin St«., Oakland. 


Phone Oafc" 543. 


..34* Rlrhmona. I inole rort Coan 


jseclcia, 
fiulsiin, 
Bolenr*! 


BRCaTla. Dlron. Dnrli. 8n<> 
rarcento. 
Elmlrn, 
Vc^BTlMe 


Winters. 
Madison. 
Enpirtul 


<TiiH}<1t. 
Suaiiey: 
DAT-U, 


vonflUnil 
Knlclits r.imdln». 
Ti •! - 
Mi'»**•?!(„ pt,Vo 
VI- 


on, Tehcmi, R*>d Bluff—Hoa- 


11.1. r'nt- 
l'^-fllm- 
Oroillle 
* a','".'°. ' I * "rano. 3nrtn Rana. 


Nipii. St. HHont. Cal!,toet. 
Mflrtlnel, 
Concord. 
DtiDTllto 


Ban Ramor. 
Stage from Cal- 


{«'»?» _ to 
fX?s-«rr« 
and 
all 


nlcla. Tin Ira, 'Darn, Wool). 
land. 
Coin** Junction, 
W1I- 


lowi, CornltiR. IteddloR, 8ha«- 
t« SprtDCT. Aahlnnd Portland 
I.K. „ —~»c°ni<>. Sxattlp. Spokum... 
I.Ba Port roMn. Mferttn™. Conm-nll. 


Antloch, 
nroctirooJ. 
BT™. 


Fpthtinj, Truer, Lnt-hrop. Mo- 
« to'j T"rlo<*. 
Llrtii»«lon. 
Mcrcort. Pipunu. Gownm June- 


I S". «t 
J1' Tul"r«. BnkcrsBcM. .. „ 
I tS» Storkton. Ntwm.n, l^ BnDO, 


I 01 PnlM, Korrar.n. Hunrord 
. _ 
* Italia. Portcrvllle 
i'.*f«. Atlantic i:rpiosa — Sftemmento, 


Ccl'sx. Trnr>l;t»e, Reno, 6parkt, 
na^en. 
V [uncraucca, 
Elto, 


Ord.-m. Salt Lake CTtr. St. 
L o u t < — Omnhn. Cblcaeo— 
Bnttp. 
JT, lrn»—Rolf* 
fltf, 


*Pok»n«. Tonopsli. Gold- 
field, Manhattan, Bull- 


\ 


1:01* 


io:iu S 


am. Villejo Jniw- 


iEri™ rMnpoimr— Bleb. 
. l>on Cistn. Bjron. Ho. 


<c«to. 
fc<.rcoa. 
K>j-m:m«. 


irwmo. 
Tjltire. 
ankvriflold. 
I«i Anplc.; 
Benforfl. t»- 
Kooro. Vl-.ll, and Sootnorn 


M!M.«%rrr1°I'.'Ivnvi.---N,i; 
., _ 
Junction. Sara 
....... 
U:l™ Owland 
Untlteo — OeSn. 


•fi'/Mra*. 
Omaha. 
Chicago. 
Pelt 
Lake 
city. 
Don»er, 
a.*. 
K»n«n» Clfr, Cblcato 
........ 
l.'Jp Rlrh-nond. I'lnnle. Port Coat.. 


Bcnlcln. Sultan, Elmtra, Vac- 
irlJlf. Wlntcra. Dlron. Sne- 
ramonto, 
Dsrlt, 
Woodland. 
Tudor. 
Y.il>,, city. 
Knlghti 


Lai"""*. 
Murrsvlllo. 
I'aler. 


• iNi 


•:Kt 
UtlTl 


, .. 
»o. O 
6:6Sp Fresno 
................. 


en(?ei>— Crock- 
v 
o^ cost« 
Mar- 
Jlnei. 
Cornwall. 
An- 
tloch, Brentwood, Byron. 
Tracy. 
Lathrop, 
Mo- 
?'"t0' J"-'^^- Kttfft. 
Ber- 


MiOtt 


11:1* 


4'ite 
«.Hp 


WABASH R. R, CO. 
Niagara Falls Short Line 
TOURIST SLEEPING 


CAR SERVICE 


Chicago to New York and New England Points 


Mondays. Thursdays and SaturJays. 


L, R. ROBINSON, General Agent 


TEMPORARY 
MARKET .T, 


EXCURSION RATES EAST 


TO ALL PRINCIPAL POINTS 


Tickets Honored on 


SUNSET LIMITED 
OVERLAND LIMITED 


Darts. 
WnMlnnfl ' 
Poln« 


Jtinotton. 
Willow*. 
Cnrntnir. 


Kenrtlnjr, 
r>nn*mulr. 
8hn«t* 


BnrlnjTK. A«hl»nfl, Portland..., 
vojlpjo. BI Vwnno. Santu Rosa. 


Nspn. Rt. Hclorm. CnUstow. 
Martinet. 
DanrMle, 8«a R»- 


BIOS .... ... 
».»p Thn Owl LlmKP^—rorV'^itil 


Newman, Tjoit BRBOH, Kermnn, 
rrpuno. 
Tnlare, 
Bakernflelfl. 


Lou An(rp|,'s;Chle«Bo-St. lx>u!i 
•p^clBl 6^PPPP 
for 
KUBBM 


*.K* *» £• 
Rt- f-owt*. Chleai-o.... 
*.6tp El 
Dornrto _ tMnole. 
VallpJo 


Si F* Talf"lfl' Pnrt C(1*ta- ***• 


€:I8p Chtnn nnd .Tnpnn Fjist frfftti ~ — 


Oft(5L/u. 
<*h».rerm<>, 
Omnha. 


CJjtrnco—f->U L*tp City, Tlfn- 
»rr Po^Mta. Monlda. Rutt* 
—flolflo 
Cttr, 
Walla Wnlla. 


Bpofcanc-—rv>rt Co*tn. Byron. 
Ptorttor 
Loflt 
Cfnlt. Snrrt- 
taentn. numtmldt. Wtnnpmne- 
«*«. Eflttli 
Monntnln. CarHn. 


t:ITp Trochee. 
K^-nn 
Hnrpn!' '"fon^. 


Ein. 
MnnTvnttitn, 
Onlflflplfl 


nllfroc Kwlcr: Port font*. 


, 
Bnisnn, ni«nlrn. YIKon, T>«*ti, 
BiKTfimpnf 5. RocMln. Anbnra. 
Oolfnr. 
Tl-»m. Sn'irfcn 
„ 


T:BTp St*rf>, Rlohinnnfl. Pinole, Voile- 
. ._ 
K>, Crockett— KHn^KTB onlr . 


l.GTp Orppon 
ETTirpfld—Port 
Co«t«. 


Bpnlcln. Nnlmin. Sflrrnmcntn, 
Lincoln 
Wncntlnnfl. 
Mnryt- 
»HIe, 
Grlifl^T. Bice*. 
Phlprt 


vtnn. 
Trhnma. 
R<wl 
TMnff. 


Phnstn 
*firln<r*. 
Pnrtlnnfl. 


Wnpfl 
I^IM 
K^imath Fftlli 


—Tflcnmn 
Sonttlo. RpnVnno . 
f :fTp F«t Mnfl—^Tflon 
Omnhn, OM- 


raco—Pnnhlo. 
Knnnna 
City. 


till. 


8THEE1.^ 


l:Ma 


Baltimore 
$107.00 
New York 


Boston 
109.50 
Philadelphia . .... 


Chicago 
''72.50 
St. LouU 


New Orleans 
67.50 
Washington 


DATES OF SALE 


20-21 


.$108.50 
. 107.50 
. 67.50 
. 107.00 


May . 


June 
6-7-8 


July 
3-4-5 


August 
.8-9-10 


September 
11-12-13 


LIBERAL STOPOVER PRIVILEGES 


Call on the undersigned for further information relative 


to the rates and sleeping car reservations. 
W. F. Holton, 
G. T. Fonyth, 


City Pass, and Tkt. Agt 
D. F. and P. A. 


Corner 13th and Franklin Streets, Oakland, Cal. 


Phone Oakland MS. 


7:*7» Mt. 
Eden, 
Alvarndo. Ketrark. 


Centerrlllc. 
AIrlw>. 
Apucw. 
Santa Cli rn, 
Sun Jose. Lot 


Ofttos. 
Almn Wrlgbt 


Connorts 
ot Santi 
Clara 
wit* 


f :B7» Tt* Constoc — <311*oj 
Pnlnro. 
C«PtforIll(, 
Bftllnan. 
Klnri 


City. Fnn UletiPl. Paso Ro- 
blpfl. 
RtirU Vnrrnrtta, Sal 
Lnla OMfjw. 
fiorf. 
Lompoe. 


Bfinta Rnr^nrn Snn Bi'onnTpo- 
lorn. On arfl, 
Borlmnk, Loi 


Anffelen 
. , . . , . 
T:I7« HollHter 
TTP« Plnoii—Wntafin- 


rlllp. Simta Omi!—Olpnwonfl. 
Lncrpl — BnuMnr Cr<><>)(~Del 
Monte, 
Montorpy. 
Pacific 


Grove 
•:lta Kllcn 
PlpnuantoTi. 
Llrfrmore, 
Altntnont, 
Mlrtwer. 
Traey, 


Lathrop 
Storkton 
• :10a N11<>». Son 
Jo«*>, 
P^eanniton. 


Gait, El)t <?ro»«. finer* monto 
•:lto OBkdaiP. 
Chlnpn*. 
Jnmestowi, 
Sonnra, Tiolomn*. Anifclo ... 
lf:l(p Enn 
Ijennrt-n. 
Lnrccco. 
Flay- 
werd, IlalTW-n, IXeoto, Nile*. 
IrrlnEton, Warm Sprnr*. SBB 


ttflfp Elmhnrfit Ut. Eden, AlT-araflo! 
Npwnrlf. AlTliio, Arnrw. Fan- 
ta Clara, Han Jose (Kartell 
•trret) 
t:I6p IClmbtir«t. 'icn T^andr^' Lnr^n- 
•o. IlnywBrd, D*»ctJ*rjC Nlips . 
«;«» 
4;8(p NllPd. 
Plcnuantnn. 
WTprmorp. 
Trncy. T^rtlirop Stockton. Tyofli 


(arrive Tin Mirtln*>t at Sit- 
teenth-strwt 
flepot) 
•:S6k 


4:VTp Kt 
Edpn. 
AlTttrn^o, 
NVwnrt. 
Cfnterrllle, 
Alvlflo. 
A|rni»w. 


Ann Jo«e. CfitnDbs-11. Lot Ga- •|:I4a 
to*, Altai. Wrleht 
BnO:Oi« 
•:Mp Ban 
Leaner*. 
Ixirenio. 
"17- 


warfl IV«<-oto. Ntlp* flan Jour, *T:Mi 


•4<P flan ]>fim"ro, 
LoreoBo. 
HBJ- 
V*rd. De-rote. NUes. Sun JnHf 
9:90* 


Connerta at Snn Joac *ritb 
C:M» «•* 
LwinOifl. 
Lorpnto. 
Hny- 
wtr«. 
l»«?otn, 
Nile*. 
Sa« 


taut 
•:*•• 
• :S6p Bcnwt 
Erpre»«~Aan 
^otojlo. 


HonatoD, New Orlenna Waab- 
InirtoD. T>. C.; N>w York, Kt 
FafS. 
Kfinnaa CltT. St 
Lonla 


—Cbloiij;i>—Fort Worth. Dal- 


<:Mp ReSwoofl.'((pn Jo«V. bVlpny, S«- 
Hnsa. Pr«o Roble*. Snn Lala 
Oblnpo 
Knrf, Suntn B«rharR. 


Can 
Bu"-nfl venters. 
Ornnrd. 
Burbant. 
Lo» 
Aiurplea. 
Pa- 
iaro 
Cf pltnla. 
Wntsonrllle, 


fantft 
Cr-M—Oftfltrovlllc, T>M 


Wontt, 
Monte«r. 
Pnclfle 
Cr** 
• '<*t 


\ 


•1HW; ColMnsrtlte, rim ^1*t'1 
^^ 


Ian<3 aafTiimcnto. From (wot* 
enfl Ferrf batWlii*.... 
M:00» 
4:00p WednftSdays, 
from How- 
st. w^*r^ No- -—s- s- 
BreaUvrater for Coos Bay 
and M^rshfield, Or., con- 
nectlm at Marshflela for 
, CoQUJlle and Myrtle Pt.. °*g:M> 


, 
«nd rcllatle nwTlw to nod from .11 
- Salt- »oi-.tt 
«nd tb« Eaiterm «*M. 
i« t"« SOI.-THEUN 
PA-CIFIC. 
U. T. 
MTTn. ni.tn« rn-Ktht . 
TbirMMtb nod Frtjtlln 


KEWS AS IS NEWS 


C«n always br; tounrt In VKE TRI- 
riUNE 
want 
columns. Houses and 


lot*, dogs and 
cow«, furniture foi 


«Ue Hat« to rent, boy wanted, room* 
to rent, itoreii for Mle. 
clerks 
W 


worfc. and bundrad* «C ctbw ••*• 
«r THB 


': *>,'*&* 


V 


MONDAY EVENING, 
OAKLAND TJUBlttTH. 
MAT 13. 1MT. 
17 


SHIPPING 


99 STOCKS AND BONDS 
FINANCIAL 


OAKLAND STOCK EXCHANGE 


Morning Session, Monday, May 13. 


2000 At'anta (b 5) 
1000 
do (b 10) 


1000 
do 


1000 Amothyst 
1010 
Black Ants 


1000 Black P.och 
J 000 Blue Bull 
1000 
do (s 10) 


1000 Booth 
1000 
Columbia Mountain 


1010 
rto 
(s 10) 
aooo Coming Nation 
1000 
Dixie 


2000 
do 


]0'~>0 Poxter 
2000 Empire ( = 1 0 ) 
1000 
do (s 10) 
•li'OGoldon Scepter (s 90) 
100 Goldfleld Consolidated 


1000 
Goldfleld Mining (s 10) 


OC 
(16 
B'l 
42 
OS 
07 


35 
60 
70 
50 
17 
OS 
08 
H 
14 
14 
IT 


7.00 
1.55 


3000 
do 


1000 Great Bend Extension 
1ROOO Grandma 
2000 Hlbernia 
1000 
Jo 
la 10) 


1000 Homcstake 
..- 


200 Jumbo Extension 
2000 Kendall Extension 
1000 Kewanas 
2000 Lone Star 
2000 IVohawk Con. Lease (s 10). 
2000 Montgomery Mountain 
1000 
do 
Cs 10) 
." 


2000 Manhattan Mining (b 5).... 
2000 Nugget 
2000 Original Manhattan 
1000 Rod 
V1I113 


20[io Sandstorm (b 30) 
1000 
stelnway 


1000 Vernal 
1000 
Yankee Gilr (3 10) 


1.55 


17 
19 
11 
11 
97 


03 


1.07% 


24 
24 


. 
10 


. 
IS 


, 
OS 


41 
59 


MARINE 
MEWS 


POINT I,OEOS, May 
32, 10 p. m.— 


Weather, clem; wind, northwest; \elocity, 
3! miles. 


IT. S COAST AND GEODETIC SURVEY. 


Time and heights at nigh and low wa- 
ters at Fort Point, entrance to Srin Fran- 
cisco bay. By official authority or tha 


"Thp lime ot hitfh and low waters at the 
city {rent (Mission-street wharf) Is about 
twnty-flvo minutes latet 
than at * ort 


Point. 
The height ot tides Is the ssrnQ 


at both places. 
The time at tho T?eb' 


ster-slreet. bridge 
is 
10 rr.inuteo later 


than the time Indicated in the fouowlns 
table. 


CLOSING STOCK LIST. 


NEW 
YORK, 
May 
13,—The 
closing 


i^,,L- nut was as follows: 


Atchisun 


do preferred 
Baltimore & Ohio 
Camullun Pacific 
Chicago & Noithwestem 


do preferred 


Colorado Southern 
Denver & Rio Grande 
do 'preferred 


Erin 
Illinois Centra! 
Louisville & Nashville 
Mexican Central 
.. 


. 99 
.17474 
.155 
.200 
. 26 
. 28% 
. 72 


23-}4 


.143 
.117 
. 31Vi 


~4fc 


HAY 
13 TO 18. 


L. W. 1 H. Vf. | L. W. 
II. 


u 
11 


|Tlm<>| yt.|Time|Ft.|T!nlP|Ft.lTimeiFt. 
[A a:I 
lAJvIi 
IP Ml 
^_MI 


4.7 


H 


2:10! 4.5 
I, \V. 


30 
0.0 


6:51' 2.9U1 33i 5.1 
C:30l 3.1 . . ' . . I - . . . 
L .W. 
7 10, 


Missouri Pacific 


I New York Central 
Pennsylvania 
Heading 
Kock Inland 
do preferred 
St. Paul 
Southern Pacific 
Southern Railway *• 
Union Pacific 
' 
do pieferred 
-'9; 


Wnbash 
J2 " 
Wisconsin Cental 
1( 


MISCKLLANEOTJb. 


Amalgamated Copper 
American Car and Foundry.. 
American Locomotive 


.115V 
.im' 
.110% 
. lit 
. 4 7 
.134% 
. S o 
. 2H 
1483(1 


37, 


-Si I >-. <•[• 4 10 4 6 1 7 541 37 
American Smeltini? and Refining 
12UV 


17 
k MI n'" V"'l 
17 S ,"u' 3 ^ 
do preterreil 
i(!< 
\- ., A n t 
'-'• 
I 1 i n - 5 37 K i o n k H n Knpid TruilHit 
f> / 
_!•_:• •'•" °-'._:^--_-i-Li_-^-^ (-(.nr.ido Fuel and Iron 
m 


> I \ y l" 
I'ium,ition.il Paijer 
H/ 


- I" 
Sun Set- 
7:10 


J 
! I'.LClK 
11.111 


NOT ;^—In the aboM1 tabulation or '.ides ! People >• < I a ^ - . . _ 


•133 aie siveu in the order of I I'n»-t-t'cl hfcl ca;-_ . . . 


„ . ...ituce. commencing with the! r'ullrmui 1'alace 
Car. 
„, .. uiornins tlclp In th<- left-hand tldt Standard Oil 
column, -.r.'l the succeeding tides as thev 


the cLilK" 
•*iel 


, .. 
uceur 
Or. 30:ne day» thete are but tnre-l 


tides-, the u-.ual fourth tide occuirlnE tll< 
following mouilny. 
' 
ThP column o\ heights glve'i tho elova- 


tlon oi each tici-j above or oeiuw the pla.nl 
of Ca;,?i Sun-ci- C!i--rt SounUlnsa. 
The 


numneis a > e always auditive to the chart 
Qepih-- u'li^ss preceded by thQ minus siKn 
yr d'ush ( — ), v/nen ths- numbers are sue 
tractho from cltrpths feiven on the chart. 


.1I1VKD AT SAN FRANCISCO. 


Ma-.erkk, Daniels 4 days from 


, 
Lliidiiiilst, 


JIcDoniU. B days from 


Miller. 15 hours from 


TennesM'c Coal and Iron.. 
I'niurt Kt.UC', Sti-el 


tin itrt't'erred 


Wr'^tern Union 
Xn: the! n I'aciilc 
- - 


Cr<.i- Xurtl'ioin niet'errucl 
Int^rboruugh Metropoiuaii 


do pn-lel i ed 


MacK.iy 
tio prelerred 


ABOUT DOUAR 


HARK IN CHICAGO BOARD Of IRAK 


Wildest Confusion Reigns in the Pit Since Collapse of letter Corner 


CHICAGO, May IS,—"Wheat took a 
'emenclous jump at the opening of the 


Board of Trade today, Initial prices 
showing a gain in the leading options 
of on.; and one-quarter to eight cents, 
the latter advance being upon the De- 
cember delivery, which sold at $1.03. 


The opening upon the Board of Trade 


was the wildest and most excited that 
tins been, seen in many years, the pre- 
dictions made by the bulls 'Saturday 
night that dollar wheat would soon be 


reality was brought about within a 


few minutes after the opening, both 
September and December selling above 
the predicted price. 
The trade was 


too big and too broad to follow exactly, 
but commission houses were stocked up 
with buying orders which were to take 
the wheat at the market price. 
iTl}$ 


feeling in the country that the winter 
wheat crop has been badly hurt was 
stronger than on Saturday, and 


the demand came 
tha United States. 


from all parts o£ 


New York traders realized heavily on I 


the enormous bulge at the opening, but 
thu big demand continued and the sell- 
ing had apparently no effect. 
Prices 


continued to advance steadily. 
At 10 o'clock July wheat was sell- 
Ing at 96 7-8o and September at 97 7-8o, 
both having dropped back somewhat 
under soiling pressure. 
The scene upon the board of trade for 


tho first half hour after the opening 
was the wildest -that has been wit- 
nessed here since the collapse of the 
Leiter corrwr in 1898. 
Brokers made 
the moat frantic efforts to fill orders 
for wheat, but in many cases were un- 
able to buy within 2 to a centa of the 
expected price, so rapid was the fluc- 
tuations. 


FLOOD OF BUY ORDERS. 


The entire countiy seemed to be back 


of ha buying movement and although 
the conservative traders upon the local 
board seemed to be largely of the opin- 
ion that the advance was too abrupt to 
be held, the flood of buying orders from 
the country continued and it was evi- 
dent that for some time at least the 


OAKLAND HARBOR NEWS 


The following are the arrivals and de- 


partures of vessels at Oakland harbor for 
the twenty-four hoars ending at noon to- 
day: 
ARRIVED. 


Stmr. Coronado, £81 tons, Johnson, from 


Gray'8 harbor; JOO,OI» ft. lumtw. 
Stmr. Juliette, 273 ton*. Hunraer. from 
San Francisco; lokdlnr nitre, 
Stmr. Orace Barton, SO tons, Bigott, 
from San Francisco; loading nitr«. 
Stmr. Sea Foam, 306 tonn, Miller, from 
Mendeclno; G9.QOd ft. lumber. 


Stmr. Brea* Water, 793 tons. M'Giml. 
from Coos B.iy. 3 cars shookes. 
Schr. Frcnk Lawrence, 3* ton«, Nellson, 
from San Pjanclsco; 70,000 ft. lumber. 
SAILED. 
Adams \Vhaif. 
CoronadQ. 
Long Wharf. 
City of Toi>ek». 
Alpine. 
Porno. 
Moquiam. 
Ravllla. 
Pinole. 


market would have ample support. 


At 10:45 the bgylns pre»»ure Aich' 
was responsible for the wild openl% of 1 
tho market was less urgent. 
tour' 
wheat was being thrown upon the mar- 
ket in large quantities and prl<%* Were 
much steadier. 
The excitement had 
so far subsided th»t It was possible- for 
traders to execute orders with some de- 
gree of certainty. 
The market at this 
time had reacted coniiderably. 
De- 
bomber wheat w«e down to 99, four 
cents below the high mark. 
Septem- 


ber was selling at 98 l-4c, July at S6c 
and May was nominally at 96 1-Sc. 


The market was comparatively quiet 
after 11 o'clock and prices held steady 
around 96o for July and 977-Bc for 
September. 
Numerous reports poured 


In from the southwest as to the amount 
of the damages done by the green bug 
and the buying orders continued. Pro- 
fessional traders, however, sold heav- 
ily and threw much Ions grain upon 
the market. 
At 11:30 July was at 96c and Sep- 
tember at 97 7-8c, the prices not having 
varied materially within half an hour. 


FIVE YEARS IN 
TIME WILL 


BE ie 


ANOTHER DAY IN 


HAYWOOD 
TRIAL 


BOISE, Idaho, May 13.—It was said \ 


at the beginning of the Haywood trial 
today that not more than two of the 
eleven men hold under lock and key 
since last Thursday will be members 
of the trial panel. 
The residents of 


the country districts, examined In.st 
Thursday, said they read of Governor 
Stfunonbrrg's death and talked about 
it casually with their families anrl 
friends lor a lime, 'but that dscussion 
ot the matter ceusccl many montris 


READ PRESIDENT'S LETTERS. 
The1' had al read President Roosc- 


viU'.-i ''unlpsirablo" citizens letters, but 
in no instance did a prospective juror 
=ay that the letters had 
influenced 


his judgment or prejudiced him In any 
vny against the prisoners. 
Another 


smmflcant fnature of the first exam- 
ination of talesmen was the fact that 
the attorneys- for the defense were tin 


heav>'. Jh lo'feYat); rough, 56.15(36 30f pigs. abie'to unearth here any feeling among 


..520 
..126? 
..147: 


"IOO-K 
.. S>"i 


71)'A 
37 


C H I C A G O 
MARKETS. 


CHICAGO. 
May 
13.— Cattle— Receipts, 


°n nmi n;arltet .steady, beeves, *4 :!("<( o..jO. 
cov/s 
Sl.SO'ff.l.hn; 
heifer.,, 
S-I.BUfi'o 30: 


hours cnhp'-.. 
$4.25^6: Kood 
tn 
oiime ste'is, 


. 


HPES— Ui'ceipts, 42,dOO; steady to shade 


lr\\ei 
lutht, !i>.40'JiB CO; mixed. .}(i.:!n'« 6.0U , 


f5.'.>uWiJ.'0. -ood to choic-L- hea\.v, |ii.4Ciif; ' ' 
ct>untrj. f0]i< against any particular 


(,.5::><..: hulk, SGoJ&ifiS.J.fc.. 
asralnst trades unlon- 


:-ns, 


Sli 


\L Itta, DavK-=- ?6 days from 


f z . 3SS day& from 
fern 
Jlonte 


l 'i'empletown, 
asli'-, Aus. 


S\\anson. 12 day; 


191 day 


Reid. 
S.I 


ftom 


k Annr^le 


Xe^ci-r'-. Ilntr, \ 
vi.i l.\ i tk-tim S> 


T i r ' b n r k 
I.n 


ua.1- tio'n 'Nt-wc 


FJaik 
Hopper. 


J !!«!>. ley. 
=ehr fhn- P. Wilson, llatson, 


f > om 
Vb» tc'.'-en. 


Schi 
') 
-M Kellogg, Iverson, 


Schr ('1,;^ I.^\i. \Voodbi.ry, Harris, 


iljv- I'lum Honolulu. 


ti\ILl:n 
PKOM 
SAX FRAXCISCO. 


Stmr A - . r ' t a , Heed. i;ui(k!i. 
Stmr S.inl.t P.osa. Giclnw. San Dieso. 
Stm • Cit- nt Puehta, Ji ps m. Victoria. 
Stmr Aibnn. [lanseu. Jtirlur Landing. 
Stmr IScrket v. JI'B^-l'i'- Sjn 1'edro. 
Sim: 
Ponin, M.irlyt.n. All'ion. 


SliTir Carmil. C'tinin^, C , r L > ' ^ TIaihor. 
Stiii'' l l i l e n P Drew. U...-h, Greenwood, 


" 


SPOT 
COTTON. 


XIOW 
YOUK. 
M.iv 
13.—Cotton—Spot 


closed ^tendy; 
middling uplands, 11.95c; 


niiddlins- cculf. 12.inc. 


ism In general. 
Most of the farmers 


visited by the sheriff! in summoning 
the new venire were taken completely 
by surprise. 


MAKE UP OF JURY. 


Those who had taken any interest 


whatsoever in the case had been con- 
fident that the jury would be selected 
from the men already summoned for 
the April term of court which still 
continues. If other jurymen were nec- 
essary it was believed that the sheriff 
would summon men from the city to 
•complete the panel. 


CONSPIRACY DEFENSE. 


It is certain that no testimony tend- 


iiiS to lay the broad foundation for the 
alleged conspiracy of which Haywood, 
Mnyer an-1 Pettibone are said to have 
teen a part, will be introduced with- 
out a stubburn and prolonged fight on 
the part of the defendant's 
counsel. 


Jlora than 200 witnesses are under 
subpoena In the Haywood case alone. 
It 
13 doubtful, however, if anything 


Ukc that number will be heard or even 
called to the stand. 


WORLD'S WHEAT 


CHICAGO GRAIN. 


CHICAGO. May 13.—The wheat market 


today opened -wild and excited, July wheat 
within a few minutes after the opening 
selling at 3611,, alter touuhins 97. Sep- 
tember sola at Si.OuVi and December $1.01. 
The features which made a runaway mar- 
ket In tho wheat pit in the last three 
days of last week were present atcam 
today. 
The report of cold weather was 
again made from the Canadian northwest, 
where seeding has already been 50 bauly 
delayed. The 
weather 
office 
predicted 


colder weather 
over the uitiie wheat 
growing section of this country and Can- 
ada, which, in the opinion of traduis, will 
i-reatly decrease the yield of winter -.vneal 
•ind reduce by many thousand acres the 
sowing of sprint wbe.it. 
All over tho Canadian north-west, par- 
ticularly in tho section west from •Winni- 
peg the temperature was 
reported 
as 
being 
below 
freezing. All 
cotTmil^ion 
houses were loaded with buying or-ier-i 


Robert Bousficld Alias Bousall 


Sentenced for Forgery by 


Judge Melvin. 


Robert Bousfield. alias Robert Bon- 


sall, wa» sentenced by Superior Judge 
Melvin this morning to five years' im- 
prisonment at Sun Quentln. BousfleW 
•was found guilty Saturday afternoon 
of forgery -by a jury In Judge Xlelvln's 
count after only a half hour's delib- 
eration. On the first ballot there wer^, 
two for acQulttal. One of the Juror's 
afterward stated that the reason of 
the two ballots that were thus cost was 
to try the eentln-.ents of the remainder 
of the jurors on a stcond casl. 
What convinced the jury of his grill' 


more than anything else was the fac 
that -Bousfleld had been a Justice of 
the Peace. This they said was evi- 
dence that he was not as ignorant o: 
making deeds and using Ihe notary 
public's seals as he pretended to be 


STREET 


NEW YORK. Jlav 1?,.—Prices moved 


sluggish and upwards" from 
Saturday':; 


Itvc'i in the opening dealings. There was 
a large absorption of Union Pacific at an 
advance o£ 
.10 only other stocks 


. 
I, Stanford, llollestcd, Port 


( 
. 
c 
l 
* 
••' 
. 
! that-moved notably were those that ha\u 
I shown sympathy with Union Pacific lor- 


District Attorney Decides That 


Further Prosecution Would 


be Useless. 


I some time past. 
St. Paul and Northwest- 


ern rose a point and Not them Pacific ana 


Transactions In the goncinl 


Opening prices were gen- 


the nrat hour, the 
pressure 


Heading £t. 
list were sninll. 


l e i a l l y tho brat in the flr, 


nui'-kct receding theteafter ... 
iB.Unst Smelting and realizing on Lnion 
Pacific. 
Reading, which had risen 
Hi. 


held over t 
Jl.rv dh i%\ 


rhe i-uperioi 


Rktn Jane 


own-;' ml 
i Kiaph 
Schr Itod. rick Dim. \nclcrson. Monteiey, I 
, 


m tn\\ oi tns Oejianee. 
m<rn ( 
Schr Xe«;"'k. Jaluuseu, Tiyxhoe'c Land-1 i,,^ 


ing.Schr Albion, Matlson, Eandnn. 


i nun a veidlrt. 


Atlorn^v Ill-own said this morn- 
' 
in extra ex- 


' j i ' L n s e to the eountv If the case would 


be heard a 
thlirl time 
At both trials 


— . 
teeUmui'y was introduced to indicate that 
Laundry Strike _ Furnishes Clue Bay,ef i™.™,,^ by uvo ^,-ettym, .sos 


moraine: las-t October. 
Iff- was represent- 


ed in his tiuiN by Attorneys G. J. Mc- 
Donough and Ed G-eering. 


to helow Saturday's close, aivl 


Union Pacific also surrendered pai-t of Us 


^ 
, 
. • - "am 
Business Inrreased upon 
Tl-.nmas Bayle^ 
who was twice triad ] °|jm.^ 
Snutliern 
Pacific 
fell 


lot breaking into tae blind home on Tele- j y m,jjLing '1. 


the 


1% 


tle- 


LOCAL STOCKS 


SAN FRANCISCO, May 13.—Stock and 


Bond .Exchange quotations. 10:30 
a. 


session. 
Suuu £ Co., 412 Montgomery 


Bid. Asked 


100 


M.. & 


I1™ 


was discharged this morn- 
Canadian Pacific 
fell IK on the re- 


-imiiTinr Jiul-e 
Melvin on the 
dSMun. 
1'rli-os then rallied to a higher 
? I) si • -I 
u-torni'i mown B IV- lei el. 
St. Paul and Sugar lose. 
Prices 


tri'ecl in 'th" police cSurt^dltransne.ion... 
Northwestern roae_3, Union | 


RFRFFT 
OF 
HIS 
fOLLARSl'n^'^^''"^'"™" 
1^ 
UlnLI I 
Ul 
II! J 
WLLrMW \vCn*c to the counlv If th 


For Police. 


UKRKELICV. Hay 13.—It. r. 


nan 
hnberdas'.ier in the Masonic Temple 


eorne- of Shattuck avenue (ind " 
' 


wav. notified the police that a 
tnlninp sample collars had be 
Ir.im the front of his store last nurht 
The en--e and contents ;u <• \ah.ed al 
S^O. 


McLennon Ihinks Ihe thief 
thouBht the 


case a Kreat find In view of the launclrv 
strike now og, when a clean collar is u 
l u x u i > . 


POLICE THINK THEY 


HAVE CLUE TO THIEF 


tS YOUIHryi 


Pacili'e Hi,'Heading .aid Great Noithern 


-il and'atter a'rteiav'of '^-- \ prelerml 'l \£, and Noithern Pacific am 
- 
- - • was uiuiolo to IL- New Yoili (.'i ntial 1. Business contractal 
steadily until the market became practi- 


C'lThf gram carriers held stronsr, with 
the quieter tone 111 wheat after the sen- 
sational opening. 


Bonds were. irreBUlar. 
The market closed strong and dull. 


Union Pacific rasa 3 over Saturday s 
closing, and Reading 3'A, but this caused 
no great change m the general price 
Ivel 
St Paul and Sugar rose. 
Prices 


slipped back on pi of It taking, but camo 
up again. 


NEY YORK MONEY. 


NEW YOKK 
May 13.—Money on call 


steady at 
i'AffTS 
per cent, ruling rate 


S% per cent, closing bid, 2 per cent; of- 
tered at i£trf per cent. 
. 
Time loans dull iincl steady; sixty days,, 


4 per nont; ninety days-. 4@4'i per cent; 
six months. •!•%, per cent. 


SUGAR 
FIRM 


NEW" 
YORK, 
May ,13.—Sugar—Raw, 


llrm; fair refining, 3 37c; 
centrifugal 96 


test, 3.87c. niolasses sugar, 3V'2c; refined, 
firm: crushed 5.10c; powdered, DC; granu- 


GAMBLERS 
PLAY 


Empty Houses Used for Their 


Rendezvous. 


BKRKELEY, May 13.—O. D. Hutchill- 


son. rcaidin^T on Tenth street, complained 
to the police thl.s morning that several 
boys aic in the habit or making1 thiee 
cottaffes being erected by him on Tenth 


street. 


Miscellaneous Eonds. 


Associated Oil Co., 5%.. 
CaJ. Gas and Elcc Gen. 


C. T.. 6% 


Cal. Street Cable, 57c .. 
U.t). Wine Ass'n, 3% 
Fairies & Cliff House, H. It., 


Oakland '6tis 'Light' Co., 5% 
Pacific Electric Hallway, o%.l<M% 
Park & Ocean R. R., 0% 
Sucramerito 
Klcctrlc 
Gas 
& 


K'y Js 
97 
S.P, Or-k. & San Jose Ity., 5% .. 
Sierra Railway of Cal., 6% 
S. P. Br.incn Railway of Cal., 


(!"„ 
12-i* 


S. V, "Water Co. Gun. Mtg., 4% S7fe 
United K. R. of b K., 4% 
74'/» 


S. P. Ret., 4'i 


W.ttei- Stocks- 
Spring Valley Water Co 


Gas and Electric Stocks— 


Muuuii 
lilectrlc 
Light Co., 


Cert 
do Kvt. Cert 
Insurance Stocks— 


Fireman's Fund 
] 


IJank Stocks— 


Cal. Safe Deposit & Trust Co. 


Powder Slocks— 


Giant 
Sugar Stocks— 


Hawaiian Coml. & Sugar Co.. 
Honokaa Sugar Co 
Hutchtnson Sugar PI. Co. ... 
Paauhau Sugar PI. Co 
Union Sugar Co 
Miscellaneous Stocks— 
Alaska -Packers' Association.. 


1 Associated OH Co 


85 


105 


In passing sentence 
on 
Bousfleld 


Judg-e Melvin faid that no doubt lie 
had been induced by another person t 
do the work and commit the crime for 
which' he must suffer, but that he had 
also 
•ommitted the crimes of using n 


Buyers of Bonds Will be Fully 


Notified of Sale by 


City. 


: sufficient time h»s not been hai. 


to notify bund buyers throughout th« 
country of the prospective sale by thU 
city of nearly 11,000,000 In bonds for 
the purpose of purchasing «Hes for 
parks In many sections of Oakland, 
the City Council will in all probability 
extend the time for the salo of these 
bonds until June 17. 
The committee of the whole of th« 
council will meet this evening for tho 
purpose o( conslderinB the Bale of 
these bonds, but as It U thought that 
there will be but a few purchaser*, 
the time will be extended. The city 
officials desire to reach as many bond 
dealers as possible, so that a larger 
competition may g-lve the city 
tho 


benefit of a handsome bonus on the 
sale. 
City Clerk Thompson has compiled 
a financial statement showing th« 
city's condition, its taxable wealth, ex- 
isting: bonded indebtedness, popula- 
tion and other facts demanded by_th« 
dealers 
municipal bonds. This 


forged notary public's seal and used an ;>M,tement Mas been sent to many 
alias to do -business under, Intending ; liiitncial institutions throughout th« 
to defraud people who were out of the' 
State, of their property while they 


from 
the country 


jumped liereely mv 


at large and pi Ices 


.,„..,,,„. 
iirfiately after trading 


commenced. 
Later tii« market easf-d on 


somewhat under the hea\y pounding of 
several commission houses, whose cus- 
tomers were disposed to take profits. 


July wheat opened IU^ITRC to 2H i'' 


_ ^c higher at 93c to 94c, sold up to 9iC. 
declined to 9BV,c, sold ur> to 96^o, and 
tl-en declined to 9Ce. 
September opened 


to 5*ic higher at 95c to 91>c, soM at 


SiolOli and dropped to a7r,ac. 
Decembe1' 
wheat opr-ticd 1'Ac to 8c higher at '."j'.-c 
to 51.03, dechned'to 11.00% and sold later 
at 9&c. 
Under heavy selling' for profit all of 


the 
options sold 
off, 
July declining to 


94%c. September to D'lVic and December 
to 9,"',. 
The 
volume of trading wns 


anormous ami that strong buying- demand 
continued to tho close. 
Final quotations 


found 
the July and September options 


4c above Saturday's closing, 
r 


was 4',sc higher. 
The market was much steadier in the 


last half of the session. 
The close was 


strong, with July up 4 cents at 
!i5?4c. September was up <c at 9i%c, and 
December was up 4'.EC at 99 .. 


The corn market was strong. 
The op- 


tions ranged from 1C to 2e. nbo\e the- close 
ol Saturday, due to sympathy with wneat, 
but there was a good general demand 
from all points. 
July O[H ned %c to l^«c 


higher at 5Jc to 53c, and sold at 52S^i 


""Prices held stoatlv all through the day, 


they did not'go out of the open- 


v*ere absent. 
Attorney Montgomery spoke a fcv, 


words for'hls client, saying that he hud 
known him for years and that he had 
•been 
3 
self-respec-tins 
farmer 
and 


miner in Monterey county. 


Bousefield took his sentence without 


any sign of distress and will probably 
bo taken to San Quentln within the 
next few days. 
^ 


Will ™ THE 


fORESTJRS; MEETING 


Fraternity Names Delegates to 


Represent State at Chicago 


. Convention. 


At the Foresters' convention held at 
San Jose last week the follow ne repre- 
sentatives were selected as ^legates io 


- 
. 
opular In fraternal 
circles about the 
av and are among the beat known citi- 
zens in the For«itera' lodge. There are 


Vfiitry. 
1'he committee of the whole will 
als-J take lp tonisrht the proposed or- 
dinance which will change the names 
of many streets throughout the city. 
It has been found that several thor- 
ougihfares bear the same name, mean- 
r.ig a conflict In th« postofnce, RB welt 
as cthor jilaces. Many protests have 
been filed with the City Ck-rk against 
the names of iho streets, 


among- which aru Monto Yista avenue. 
Faln^fcnt avenue, Fnrty-second str4?et 
and falsv.-orth avenue. 


, -- * 
- 


FOX XS STILL IN 


THE CITY PRISON 


Mel'rfrd C. Fox, 


man i'.f this city, 


A furniture sales 
who was arrester 


Saturday nirht on a charge of passing 
a fictitious check on II. D. Jones, :. 
chauffeur '"In payment of automoblV 
hire, is still in the City Prison, with 
his name on the small book. 
Jon<". 


has not sworn to a complHlnt against 
Fox as yi t, but he states that he will 
do so at once. _ 
^__^_ 


.„„,. ! ing range, 
l^ | July i" I'- 
ll- Vi 


13!) 


13 H, 


145 


The clo=o was =trong, with 
hitrher at o^v^j^^c. 


i 
Oats were active and 
strong. 
Sym- 


pathy with -wheat 
-was 
the 
principal 


bullish factor. 
July 
oats 
opened 
»i,e 


higher nt 5c, and sold al 443ic. 
Provisions were weak and traflini; was 


active. 
Packers were lively sellers and 


used considerable pressure to keep th : 
speculative fire of 
the 
grain 
markets I 


away from their business, 
"i ne market 


for 'live hogs was a shade easier. 
July 


pork opened 20c lower al JIG.8^%; July 
lard opemd 7%c to l'- '' 


nineteen delegales to attend the conven- 
tion., Tho supreme 
refrSe.n*Iatlg£,uHer£ 
reprefien 


. C. R.; 


r 
Offwhach, 
Dr 
C. M. Troppman, 
Jullu.- Calmann, O. N Helserman. Louis 
Morrison, I 
Gulden, J. Viole, J. Label, 
W. M. Avery. J- J- Ryan. 


Throusli Hie htritllgc- tli.sapoearara-o of slieet, beHveen Hancintt way and Allison | at'e^ 
4..JOCi 
Joseph P. t.-r.-on. the police beliexe that I street, a rendezvous at night. 
I ne boys 
colfee steady. 


tlii-v have a clew to tin- identity of the ".-hoot craps." and with tobacco deface g ^ " ^ '7V.C. 
t'lief wan robted Ihe Si am.ui'>. Rest 11- the \\alls and endansor the property with <•'"••••'•'' 
'_-_ 


li'r.irv :i>>out a wp. k auo 
Peter-on has 
lire. 
He also alleges tuoy have stolen 
rOTTON 
I 


No. 7 Bio, 
6i/jc; No. 4 


lir.irv :i>>out a wp. k auo 
Peter-on has 
lire. 
He also alleges tuoy have stolen 


been' acting strangely of late 
and yes- the elccti 1C door bell batteries and ccm- 
f'lUv 
he riivappeared with a 
v.illie! mitted other depredation-.. 


owiicil bv Frank Gardiner of the si l u w n e r j 
Cluet 
Voltner 
investigated the 
com- 


- "' 
• - \ pUiiut and arresled John Amess. one o f , ^ . i 


I the boys booking him tor malicious mis- 
IT;-.. 


chief. 
'Ihe prisoner gave the names uf 


his companions. There are George Amess, 
Walter Pasco, Vincent McDermoU, Rudy 
Clem and Harry V>"oods. 
Amess was released on depositing -S10 


cash bail. 


COTTON 
CLOSES 
STEADY, 


NEW YORK, May 13.—Cotton—Futures 


_losed easv; May and June, 10.78c; July, 


llO.Slu; August. 10.461,: September. 10.44c; 


er and November, 
10.1J4C, Decem- 


lO.Cac; Janumy, 
10 76c; 
February, 


i'd.78c; March, 10.S3C. 


10% 


37 
3614 


8000 S. V. 
Oen. 


1000 U. R. it. . 


100 Hawaiian 
. 


20 Water 
L'O 1-lutchinson 


SALES. 


10 
Iti 
45 


3S 
40 


. 15% 


to SO.Su, and ribs were down 


. 
lower at J5 27^4at 


STREET BEGGAR JAILED. 


Frank ThomposO pleaded gtiilty to 
a charge of vagrancy in Police Couri 


1 N'o ' this morning and was sentenced 
' to 'ninety days in the City Prison by 
Judge Samuels. Thompson had been 
Begging on .the streets and was taken 
Into custody. 


95?! c. 
. 
. 


Wheat— May, 93'Ac; July. 95%®95?1 
Corn— May, 5'2\c; July, 5:l%«i 5:Ji,ic. 


» 
.' 


PROPRIfiOR Or IHEAlfK SUED 


Doorkeeper Alleges 


Contract. 


Breach ot 


S. Hadji, proprietor ot" the "Eighth 


Street Theater, Is being sued by Sol 
Berliner, a door-keeper in that theater, 
for the sum of 5T5 for f-ervices render- 
ed. The original contract for his ser- 
vicsE, he 
stated, called for 
$17.50 a 


week and Berliner states that he was 
only paid $10 per weel; for his work, 
leas than the contract calls for. 
'Che 


case is to IDG continued Monday mom- 
ing in Judge Quinn's court. 


flGHTftS ARE ARRAIGNED 


WOOL 
STEADY. 


ST. 
LOUIS, 
iuay 
13.—Wool, 
steady, 


Territory and "Western .mediums, 21i@26c; 
line medium, ISiffSlc; line, 14@16c. 


But Case 
Postponed 


Weeks. 


for 
Two 


BUTTER 
STEADY. 
NEW YORK. May 13.— Butter, steady; 
Western factory. 18fc?22c; Western imita- 
tion creamery firsts, £2ffj5"3c. 


SENSOR BALL HELD TONIGHT 


Hearst Hall Will be the Scene of 


F'anction. 


BERKELEY, May 15.— The Senior ball 


is scheduled tonight at 9 o'Uock m Hr_""et 
Hall 
Tills has been elaborately deco- 


iated in blue and gold, a profusion of 
plants, potted palms, blossoms and the 
floor has been made almost perfect. 
Com- 


mittees having the affair in charge 
fol- 


low. 
General chairman. Mas Reby Bart- 


ley, floor manager, Charles Volr.ey Crale. 


Arrangements 
committee— Miss 
Ora 


t.uca? Miss Carmel Riley, Hoy E. War- 
ner chairman; Miss Amy Fischer, J.' G. 


NEW 
YORK 
CLOSE. 


NEW YORK, May 13.—Close: 
Prime mercantile paper 
5fc -per cent. 
Sterling exchange sleady, wllh actual 
business in' bankers' bills at 485.20lg'486.25 
for durun.ncl, and al 4S3.SO&4S3.35 for six- 
ty-day bills. 
Posted lates, 4.84@4.87. 
Commercial bills, 4.83. 
Bar silver, Gfi%. 
Mexican dollars, EO^c, 
Government bonds were steady. 
Railroad bonds were Irregular. 
. 
* 


LEAD 
DULL. 
NEW YORK, May 13.—Lead, dull; cop- 


per, unchanged. 


PILGRIMAGE Of* THE SENIORS 


CHICAGO 
CLOSE. 


CHICAGO. May 18.— CI«=e: 
Wheat— 
Corn— M , 
Oats— May, 54»4c; July, 
Pork— May, SHi.75; July, S16.D5. 
Lard-May, $9.37%; July. 19.60. 
Ribs— May, J».1!'A; July, $9.65. . 
Rye— Cash. 78rfl,T!)c. 
Barley— Cash. S0^34c. 
Flax, clover and tlmothv— Ml. 


CHICAGO CASH SALES. 


CHICAGO, May 13.— Cash: Wheat— No. 


2 red. gitt&'Soc; Xo. 3 red. 
91@)96%c; No. 


3 hard, 
SU'SSSv; No. 1 norihern, 9SCS 


$1.01; No. 
X do, 98c@51; No. 3 spring, 


'MCo9rn— No. 2, - : No. 3, 6H4ff52Uc. 


Oats— No. 2 and No. 3. nothing doing. . 


DIED. 


AT A COUNTRY BALL. 


'Don't aland under tho chandelier. 


It may drop grease on your frock." 


•Rut It's eleciricily, mamma." 
"Never mind; It's beet to be care- 


ful."—B 


F. MISSLER 


(Bremen, Germany) 


CALVESTON, TEXAS 


(UNINCORPORATED) 


Remittance of Money to 


and from Europe 


FOREIGN MONEY EXCHANGE 
Ticket Office for the Steamer* 


from »nd to Europe. 


210-212 21it STREET 


RENT FREE 


Buy a Tent of 


Gilbert, Wallace & White, tac. 


1252 W.btt.r St. 


and camp for the Bummer. We *U», 
manufaciure awning oi>ver», t»rp«Ul«, 
\ngs and all kinds of oanva» worfc. 


RICHARD JOSE, AT 
THE 


BELL 
THEATER 
A L L 


THIS WEEK 


TVilliam 
Elliott, 
who 
shot 
John 


Brown four limes I'nrough the ha.1 last 
Friday night at Golden Gate, as the 
ri'sult of n row over some gambling 
affair, appeared In Judge Quinn's court 
this morning for arraignment. 
The 


case 
has been 
postponed 
for two 


weeks. 
Elliott was a: 


stables Hempstead 
charge of intent to commit murder, '^aoiph" cT"Miller. 


I 
Brown susiained no wounds from the i 
Yanke's orchestra 


shots* as they fairly grazed his scalp. I (or the dancing. 


Do Remer, H. M. Hall. 
Decorations committee 
A. F. Sherman, 


chairman- Miss Hazel Hogan, Miss Dora 
Burdorf Miss Ethel Meredith, Miss Ger- 
trude Neely, Stafford Hamm, Kobert D. 
Pike "Wilson T. Lundry, Llewellyn Evans, 
Philip M. Casndy. 
Reception 
committee—Miss 
Julintte . 
_ 


Levy Miss Bernice McNeal, Miss Juliet j ton, 
925 Franklin street, 
Greenfield, Miss Frances Hushes. Erie V. 
- 
— 
----- 


Daveler, chairman; 
Kent 
A. 
Hawley, 
Harrold H. Kelley, William B, Weston. 
Patrons and patronesses—President and 
Mrs. Benjamin Id_e_ -Wheeler, 
Professor 


Tuesday's Program at University 


Commencement. 


BERKELEY, May 13.—Tuesday's 


program at the university commence- 
ment consists of pilgrimage of the 
senior class, beginning at 10 o'clock in 
Iho morning. 
The several buildings 


will be visiled and addresses made by 
P^udents S-T follows: 


Senior Oak, J. A- Hartley; Califor- 


nia Hall, R. H. Van Sant Jr.; agri- 
cultural building, R. P. Merrill; li- 
brary, Miss Cornelia Strallon; chem- 
Islry building, C. P. Finger; civil en- 
gineering building, T. K. Sweesy; min- 
ing building, G. C. Jones; mechanics 
building:, H. M. Hall; North Hall, Pro- 
fessor H. M. Stephens'; Hearsl Hall, 
Miss P.ulh Salinger; Senior Hall, J. 
Whitman. 
From 1'o'clock In the afternoon till 


7 o'clock in the evening fraternity re- 
ceptions will be held. tA 2 o'clock in 
the afternoon there will be a regents' 
meeting in the office of Regent Biff, 
- 
San Fran- 
Evlll be the 


=d £ Con! &^^3S$3£S?3?J£ 
and Land 
on a ! £h*Vles DerlVth, 
Professor , and Mrs. 


, 
will tumish music 


speclal order 


granting of degrees. 
At 8 o'clock tomorrow night tha 
senior 
class 
extravaganza, "The 
Limit," -Kill '^(P given in tha Greek 
Theater. This was written toy Harold 
A' Clarke and Miss Isabel McReynolda 
and is said to be the best ever pre- 
sented by a senior class. 


ANDERSON-In thifi cits;. May 12. 1«07. 
Mary Delina, beloved vfite of Christian 
And-rson. mother of Mrs. Louis Knob- 
lock, lira. B. Blngham, Mrs. 
V>. J. 
Blakemore and Pearl C. and Christian 
Anderson, a native of Oregon, aged « 
years and 29 day»; a mc-mber of Oakland 
Circle No. 26B. "W. O. W. 
• •Friends are respectfully invited to 
attend the funeral services tomorrow,- 
(Tuesday). May 14th. at 2:30 p. m., at 
Woodman Half. 521 Twelfth street, un- 
der the auspices of Oakland Circle No. 


HERRMANN-I n Frnitvale. M»y 11. 1907. 
Richard, beloved 
husband 
of 
Eliza 
Herrmann and falher of Olio. Richard 
Jr 
Metj, and Oswall Herrmann, and 
Mrs Litta L/ebowsky, a nalive of Ger- 
many, aged 5k years 9 months and 12 


JACItSON-lTi this city. May 13.1907, Wil- 
liam Jackson, beloved husband of Mrs. 
S Jackson, tathcr of George b. Jack- 
son, brother of the late A. B. Jackson 
of Salinas, Cal.. a nalive of Pennsyl- 
vania, ased 71 years. 
* 
RICHARDS-In this city. May W. 1S07, 
Thomas beloved husband of Margaret 
Richards and father of Thomas. Arthur, 
Richard and Mrs. Thomas McDannell. 
a native of Cornwall. Eng. 
• «FHends and acquaintances are re- 


•.neclfullv Invited to attend th» funeral 
Tv-edn»sa"av. May 15th, al 10 a. w.. from 
his laic resident. M5 Eighth siren. In- 
terment Mt. VV? cemetery. (Grass 
— -i, --,- 
•—••• *-jf—•• ^los- ^2 copy.) 
RAGERL'CNTJ—in this city. May 10. ISOT, 
,'lda "elovod wife of Captain G. M. Fa- 
lierlunfl. and mother of Axel. Laura, El- 
lla 
Artl-iir. Walter and Anna Fager- 
und anJ sister of Mrs. F. O. Johanson, 
a member of Star of Finland Society. 
a native of Finland, aged 43 years and 
9 months. 
• 'Friends and acquaintances an re- 
snectftilly inviied to aitend the funeral 
tomorrow (Tuesday). May Ut*i. at J 
n m from her late residence, lla Han- 
nk street North Oakland. Members of 
- Star of Finland Society are esr>ecLa.lly 
Invited to attend. Interment Everjreen 
cemetery- 


COPPER! 
COPPER!! 


looking for the most profitable investment. Must also b« 


s? 
morrow. 


La Cerritos Syndicate 


223 Bacon Block 
Oakland, Cal. 


Reduction in Gaur 


Rzwte 


June 1, 1907 


Illuminating Gas, - - 91-00 
Fuel Gas, 
90 


THE CHEAPEST CONVENIENCE 


Choice funeral Rowers 


Artistic Floral Designs 


on Short Notice. 


CLARKE BROS. 


Phone Oakland 581S 12th A Clay SU. 


COOK 


with 


G AS 


Ask for our lady 
demonstrator 


Oakland Gas, Light 
and Heat Company 
CI*r*nd Thirteenth Streeti 


, ~\ 


^TJ^T' - 
*. T» >Y 


El G H T E E N - - - P A G E S 
Monday Evening 
- May 13, 1907 
! 
Opu 


Oakland Newspaper That 
hes Associated rress Newsii 


YOSEMITE GALLEY BY RAILROAD 


By G. W. 
WATERBORY 
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THE MEW YOSEMITE 
VALLEY RAILROAD. 
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Ride Up the Merced River Is Eye-Opener 


fo Tourists Who I/lew II for 


TOSEMITE VALLEY, May 
13.— 


From alpaca coats, lawn dresses, can- 
vas shoes and linen dusters to snow- 
covered mountain 
sides and 
frosty 


weather all in one clay Is now within 
easy accomplishment of the most un- 
ambitious tourist, who formerly toiled 
many days endeavoring to see what 
the modern junketer now takes In at 
a glance. Horace Grecly, visiting the 
Tosemite Valley some forty years ago, 
spent over a week on the trip and rode 
the last 
forty miles on horseback, 


there being no wagon road into the 
valley at that -time. Helen Hunt Jack- 
son rode 
horseback for 
twenty-five 


miles on a narrow trail over what is 
now the Biff Oak Flat wagon, road, 
when turning 
the Sierras in 1S75. 


ing been made 
with both overland 


roads, and swisked out immediately to 
scenes of Sierra mountain grandure, 
where the many cares'and troubles ot 
city life will speedily vanish into noth- 
ingness, as did the metaphorical tents 
of Longfellow's poetic Arabians, 


ON THE NEW ROAD. 


I left last Friday for a special rim 


over the road, pausing for a moment 
on the steps of the car to admire the 
new depot of 
the Yosemlto 
Valley 


railroad, undoubtedly one of the finest 
for its size in California, 
Then the 


train jailed out and I watched the 
tall white dome of the Merced County 
court-house slowly fade from view, as 
the train whizzed off into the green 


President Garfield and Ralph "Waldo,. pa.sture lands 
and promising 
grain 


Emerson suffered the same unpleas- 
antness when journeying to and from 
the Yosemlte. History vouchsafes the 
fact that they* criticised the 
motive 


powers somewhat harshly, but united 
In loudly proclaiming the wonders of 
California's masterpiece of 
nowned scenery. 


world-re- 


BY RAIL TO YOSEMITE. 


By rail to Yosemlte Park in one day 


from 
San 
Francisco, Oakland 
and 


Sacramento. It sounds big and Is big, 
especially when one considers the n.b- 
ecnce of straining 
horseflesh, dusty 


roads and uncomfortable positions oc- 


The precincts 
of Merced 
County 


were left behind soon alter leaving 
the Falls and 
Exchequer mine and 


stamp mills passed soon afterwards. I 
understand an Immense dam for power 
purposes is to be built here, making 
the third large clam in the 
Merced. 


We crossed the river at Pleasant Val- 


ley, noticing the wagon road to Coul- 
terville, a mining town some 
eight 


mllo,s distant, on the left. Jasper was 
the next station passed, now boasting 
of a big stone-crushing plant, under 
process of construction, some Oakland 
capitalists 
furnishing the 
necessary 


capital. 


fields that lie to the east of the town. 


Snelllng, the first station out 


Merced, was reached before long, and 
I believe there is no prettier farming 
country in the state than exists around 
that old and long Isolated little town; 
at least it seemed so to me. 


The proverbial 
little red 
country 


school-house was there, close to the 
tracks with a plentttude of healthy 
romping children and & yellow 
dog 


that tried to look interested at every- 
thing going 
on. 
Close by 
was the 


parish burying ground, a school-house 
and a graveyard on each hand. Tall 
eucalypts lined the streets of the town 


miners. In the melee seven white men 
were killed and only the timely arrival 


of reinforcements -saved the others 
from sure death. 


Ned's Gulch was another promising 


placer district, while a little further on"|jtalists have taken over the property 
the swift waters of the South Fork are 


cupled for two days on the stage roads | and the fields about were studded with 
leading to tho valley. Now the sight- 
seers can soon occupy comfortable car 
chairs, absorb plentifully from the ice 
•water tank and there will probably be 
enough peanuts and 
cracker-Jack on 


hand for all tho 
small fry 
carried 


•long. 


After the 
formal 
opening of 
the 


Tosemito Valley railroad, which will 
occur on next Yv'ednesday, the fifteenth 
of this month, one can board either 
the Santa Fe 
or Southern 
Pacific 


trains In Oakland, any morning from 
now till snow flies, and arrive in the 
Tosemite Park that night. It will -be 
enough to cause early visitors to re- 
turn, just to do it over again, and sec 
how nice it is. 


Arriving at 
Mercecl at noon 'the 


Tosemite tourists will be transferred 
by rail to the Yosomite Valley railroad 
tracks, ..special switch connections hav- 


evergreen oaks,, whose broad branches 
reached far out over waving grasses 
and sprouting grain. 


Merced Falls was reached later on, 


that quaint, _.rather unkempt town ol! 
by-gone days, where once existed the 
county seat of 
Merced County 
and 


where the electric plant for lighting 
and power purposes of Merced is lo- 
cated. The power-house is situated at 
Lake Merced, an artificial lake over 
two miles in length, deriving its wa- 
ters from the Merced river and locat- 
ed a short distance from the town. 


At Merced Falls the road leaves the 


green-hued plains, rich with promise 
for abundant harvests 
later on, and 


AT HORSESHOE BEND. 


At Horseshoe 
Bend I beheld the 


celebrated Mast orchard, ono 
of the 


largest and finest in the state, situat- 
ed on a fiat a lltitle above tho Mer- 
ced river, surrounded by a 
climate 


that ought to grow anjthing in the 
vegetable kingdom. 
The Loomises of 


Washington, they of diplomatic 
and 


departmental Came, are financially In- 
terested in this ranch. 


The Merced, now a raging torrent, 


was crossed agan at Eagby, a town 
with an interesting history, where is 
located the rich Jessie Benton mine, 
once owned by Col. Freemont's wife 


d over which she had tho_ honor of 


breaking a bottle of champagne at the 
christening. 
The stamp mills there 


arc still running at a pretty good profit. 


Shepard's Point, an ideal spot for 


picnics, is the next station noted on the 
folder and then Davis and Hall's-gulch, 
named for two old pioneers of early 
fame. 
The slate and porphry country 


Is now reached, those famous forma- 
tions that have yielded up such enor- 
mour treasures of gold and sliver since 
the days of '49, when the precious metal 
valued at over $100,000,000 was taken 
out from the districts about here, Big 
Oak Flat and Springfield. 


Sherlock Flats, another rich placer 


precinct, worked extensively by China- 
men years ago; the North Fork of the 
Merced; Quartz Mountain mine, owned 
by Oakland capitalists, where a four- 
teen stamp mill, operated by water 
power from a long distance flume, is 
kept running, night and day; Preen's 
Flat; Poverty Point; Bear Creek, with 
its fine varigated marble deposits. 
Sweetwater and Jenkin's Hill arc next 
passed on our way to the valley. 


CELEBRATED CAVE. 


Jenkin's Hill has a now celebrated 


cess the honor of having discovered 
and brought to the notice of mankind 
a really and truly big gold mine. 


.The mine has remained Idle for some 


years past, but It is reported some cap- 


seen struggling mightily with the rac- 
ing current of the.Merced for posses- 
sion of the gorge below. 
At Indian 


Rancheria hibernate most of ..the. In- 
dians of the Yosemlte Valley, .and Big 
Nancy, Old Mary, Sallle Ann and other 
Indians of equal celebrity, all known to 
summer tourists, are seen here until 
Jate in the spring. 


Hignt's Cove, the next place passed 


in the journey through Mariposa coun- 
ty, has a piece of interesting Indian 


-£ 
history, equaling that of. Ramona, in 
which love, intrigue, wealth and no- 
toriety all figured prominently. 
Hlght 


was an obscure miner, penniless, un- 
known, traveling through the rocky 
wildernesses surrounding the Merced 
canyon. 
In the present vicinity of th* | 


famous mine he met a beautiful, tall, 
dark-eyed Indian girl, the \rery coun- 
terpart of Ramona and Pocahontas, in 
fact, who fell desperately in love with 
noble John, and John seems not to have 
let the noble sentiments go unrequited. 


-Unfortunately, however, he had not 


as yet made his big "strike," the one 
that wou*d astonish the world and 
make him a millionaire at the first dip 
of the shovel; so the thought that "No. 
1," "Last Chance" and. "Dolly Varden" 
locations when amalgamated and prop- 
erly watered would not yield a two-dol- 
lar marriage license and a suitable 
trouseau for the princess caused dis- 
may and then faint-heartedness. 
.-It 


is related that then the Ramona-like 
qualities of the.princess showed them- 


I selves and 
she offered to lead 
her 


dearly loved to a mountain filled with 
gold", a veritable Aladdin's cave for 
wealth, after . which the ceremonies 
were to be duly and truthfully per- 
formed .- Hight sa.w that the prospect 
was good to look upon, so with love on 
one hand and'prospective wealth on 
the -dther, he rolled up his sleeves, spit 
on his hands, grabbed his pick with 
vigor and set to work. 


PROSPECT DEVELOPED. 


The prospect developed Into a mine, 


a mine that attracted the attention of 
the west some forty years ago and 


enters rather abruptly into the tightly | cave, where in days gone by fifty min- 


ers 
were 
imprisoned 
until 
nearly 
entrenched fortresses of the 
Sierras, 


never to emerge until the Yosemite 
Park line is reached, some fifty miles 
away. 


starved by the Indians, who took um- 
brage at the rather summary abduc- 
tion of a tribal squaw by one of the 


made Hlght a multi-millionaire. 
But 


with 
wealth 
came 
ambition 
and 


starched shirts; he took the gold but 
not the princess, married a white wo- 
man and a law suit lasting for some 
years resulted, ending In. Hlght and the 
lawyers dividing the major portion of 
the spoil, generously allowing the prln- the primeval forests; 
the San 


and will have it unwatered and worked 
in the near future. 


More fiats and gulches, Islands and 


precipitous canyon walls are seen In 
kaleidoscopic 
profusion 
until 
the 


terminus El Portel is reached and the 
engine, after 
seemingly having 
ex- 


hausted all of its steam through the 
-whistle, comes to a sudden stop' and 
the ride by rail to the Tosemlte Park 
line Is' finished. 


El Portel is now a busy place; la- 


borers are leveling off vast tracts for 
railway buildings and suitable, hotel 
accommodations, carpenters are work- 
ing with might and main on needed 
improvements, storekeepers are seen 
checking over provisions, the railroad 
engineers are busy superintending the 
aying of tracks and spurs for the for- 
mal opening of the road to the gen- 
eral public on the 15th. 


AT EL PORTEL. 


Mr. Sell, formerly In charge of the 


stage station at 
Ahwahnee on the 


Raymond route, will look 
after the 


comforts of the traveling public while 
at El Porte!, and will have charge of 
the large hotel that Is later to be 
erected there. From El Portel to the 
Tosemlte 
Valley, Crocker's station, 


near the Big Trees, and the Hetch 
Hetchy 
Valley, Mr. D. K. Stoddard, 


the veteran stageman of Merced, who 
for years operated over the Coulter- 
vllle route from Merced to the val- 
ley, will see to the transportation of 
the tourists. 


My ride up the Merced river was, 


unquestionably, *a great surprise. I 
had expected something in the -way 
of mountain scenery, of course; 
no 


route to the Tosemlte would be popu- 
lar without a quickening foretaste of 
more to come In larger, grander, niore 
massive quantities and I wish to say 
that all such demands for scenic eye- 
operers will not go unrequitted. For 
some fifty miles the road skirts a rag- 
Ing torrent, a veritable maelstrom of 
whirling, foaming, madly-dashing wa- 
ters, broken here and there by placid, 
level pools where the golden sunlight 
Is refracted In emerald-haed scintilla- 
tions, and In whose depth* speckled 
beauties can be seen swimming grace- 
fully about In the pure, enow-formed 
waters. 


The walls of the mountains rise 


gradually In height, from a few hun- 
dred feet at Merced Falls to 4000 feet 
at El Portel, their sides lined with 


Joa- 


GREAT WALLS ON EACH 


S/DE 
OF MERCED RIVER 


Sightseers Can Sit in Armchairs and 


View the Splendid Scenery A/onr 


Banks of the Stream. 


quln Valley 
oaks and many-limbed, 


round-coned bull pines predominating 
in the lower altitudes; the yellow pine, 
Douglas firs, hemlocks and 
spruces 


farther up. 
The boom of the cata- 


racts, the waving of the pine bought-,, 
the 
perpendicular 
walls all 
about, 


used 300 cars of powder, of which two- 
thirds was black and one-third giant; 


COO head of horses in grading and pack- 


Inc purposes; 200f- tons of hay for feed- 
ing stock; 35 wagons for carrying pro- 


visions; 200 head of team stock; 159 


served to Impress me with a sense of rhead of horses for pack stock; 100 head 
scenic grandeur that none of tho old|for 
wagon routes Into the Tosemlte Val- 
ley ever possessed. 


ROAD COST MONEY. 


Of course Wie road cost some money, 


about $4,000,000 in all, and Is owned 
by Oakland and Sari" Francisco capi- 
talists. 
Mr. Nlckerson, in charge of 


construction, 
or 
Mr. Cocanour, 
of 


Merced, superintendent 
of 
supplies, 


will each tell you that the road was 
not built with faith alone, rattling off 
statistical figures with gattllng gun 
ease. According to Mr. Nlckerson, the 
elevation at Merced is but a few hun- 
dred feet above sea level; at the ter- 
minus at El Porte! the tracks are 1900 
feet above 
the Pacific, but 
with a 


grade so uniformly 
even that 
only 


twice Is the two per cent degree ap- 


stock. 
Mr. Cocanour esti- 


mates the cost of provisions for the 


men alone at $500.000, $225,000 of which 


%vent to one vcliolesale firm In San 
S 


Francisco. 
It took eighteen months 


to build the road and about eighteen 
hundred men w?re employed in the 
work. 


The wagon road from the end of the 


railroad is one of the best in the State, 
with well laid out grades, over which 
stages and carriages can pass at a 
rapid gait. 
About three miles from 


the railroad a tunnel has been artis- 
tically cut through solid granite, with 
width enough to allow the stages, filled 
with passengers, to pass enroute to the 
Sentinel Hotel and other points ol in- 
terest. 


proached. 


Seventy-five-pound 
steel has 


laid, or five pounds heavier than that 
of the Santa Fe main line, and the 
ballasting has been of the very best. 
Of steel rails' some 112 tons were used 
to the mile, or about 9500 for the en- 
tire 85 miles of track. 
There 
were 


some ties used also, about 244,000 go- 
ing to support the 9500 tons of steel 
rails. Six thousand yards of 
solid 


rook were excavated and 12,000 yardiS 
more went Into various fills and rip- 
rapping along the river banks. 


The national government not being 


prepared to construct & wagon road to 
the Sentinel Hotel from the end of the 
railroad, a hundred thousand dollars 
was spent on that account; this road 
also fringing the banks of the Merced 
river and along the cascades to the ho- 
tel and camps In the valley and con- 
necting with roads to Crockers, the 
Hetch Hetchy Valley and other splen- 
did scenic points of Interest In the 
northern part of the park. 


EXPENSES WERE HEAVY. 


In the construction of both rail and 


wagon roads the To«emlt« Valley road 


Two trains will be run in each direc- 


tion dally ty the railroad, those leav- 


been mg. M€rced departing at 8 a. m. and t 


p. m. respectively. 
No night trains 


will be run so that all dhay see the 
scenery en " routn. 
Trains from the 


railway terminus at El Portel will 
leave in time to make connections with 
the different ovrrland flyers on both 
the Santa Fe and Southern Pacific sys- 
tems. 


THE SCENERY. 


The scenery In Tosemlte this year 


will surpass thai' of many years part, 
according to J. B. Cook, of the Sentinel 
Hotel, who states that never before 
has the water teen higher than- this 
spring and the .imount of deep snow 
on the higher Sierras last winter ha« 
broken all records for the past fifteen 
years. 
All of the falls are now boom- 


ing and will contalnue to remain M 
until late in, the summer. 


Looking back retrospectively on my 


trip up the Merced canyon I only know 
of" one rail r!6> Its equal In the United 
States and that Is the famous ride uj- 
th» Columbia river, among the tower- 
Ing Cascade mountains. In Oregon. 


WILL TOUR ALL OF 
EUROPE FOR PLEASURE 


Professor Frank Soule of the State 


University, Mrs. Soule and Mrs. F. E. 
'Farrington. left 
Saturday for 
their 


European tour. A number 
of their | 


friends assembled, at the train to seo 
them off. They will go direct to New 
York, where Professor Farrington will 


.£• Join'-them and will then sail for Paris. 
^There the Farrlngtons will remain for 
"an .Indefinite period, while 
Professor 


and Mrs. Soule will travel extensively. 
Their 
itinerary" 
includes generous 
'glimpses of North Germany, Holland, 
Belgium, France, England, Scotland, 


MAY SNOWSTORM IS 


VISITING NEBRASKA 


ALLIANCE. Neb., May 13.—The 
mercury dropped to below freezing to- 
day. 
A light rain last night turned 
to snow and covered the ground this 
morning. Snow has fallen as far west 


Fartncva, mechanics, railroaders, laborers 
rely on Di-. Thomas' Eclectrlc Oil. Takes 


•WT3RE FRIENDS OP JENKINS. 
Charles V. Henry, ex-Dlstrlct Attor- 
ney of Lebanon. Pa., one of the killed, 
and Martin L. Henry of Shamokiri, 
PH., ono of the injured on the Shriners' 
special at Honda, were old friends and 
schoolmates of W. N. Jenkins, tho 
Jeweler of this city. 


DEAR MB; THEY 


TRAVEL SIMPLY 


CHICAGO, May 13.— Lady Cooper, Bis- 
" 
" 
, 
. 
, 
ter of the late James Henry- ("Silent") 


MUCH LAW, POOR CASE. 


-Among lawyers there Is a saying 
that in the trial of a case an attorney 
if light on facts must be heavy on law. 
j ~h 
an attnrnpv wajt 


ARGENTINE STRIKE RIOTS. 


i'rioe Yule Smith. 
They t will remain 
in Evanston three 


BUENOS AYRES-, May 13. — Strike riots 


tho sttnK out of cuts, burns or bruises at «re c 
° 
0 
a 
h e ' 
t - " ° 
™ 


cousin,? much 
n ': 
d 


uneasiness. 
Half a 


Ireland, Italy, Egypt, Palestine, Con- 
stantinople, Hungary, Spain 
and Al- 
giers. Thov win sail home from Gib- 
raltar 


trouble 
with strike breakers caused the 


Zinco and tmlr-tono cut* made at 


the XBIBtrNE OfficO 


to visit Lady Cooper's mother. Mrs. Beat- office buildings to go to the courthouse 
----- 
•" 
to try a case. From the shelves of his 
library he had taken many large law 
books containing decisions and opin- 
ions of higher courts. 
At Intervals a 
boy went In and out of the door, and 
each time he bore In 'his arms a stack 
of the books, which he carried, to an 
express wagon that stood In the street 
below. 
The attorney was to use the 
book* In the court' room. Another law- 
yer, who U of •oiittern birth and who 


-days and then'return to New York 
later to England. - 
Sir George and-Lady Cooper are -trav- 
eling simply. 
They" left their valet and 


'r' I maid in New York and brought "only one 
trunk. 
Neither would talk of their vHlt" 
except to say that it *as their annual 
trip to see Lady Cooper's mother 
Th«y 
have' madedthe visit- each., year, but • so 
quietly that the public baa not knomi of 


STEAM SHOVEL MEN AT WORK. 
PANAMA, May 
13.—The 
threatened 
strike of Bteam shovel engineers an<! 
crm-nesmen has not taken place. A .few 
dissatisfied men have gone back to the 
United States, but there la no appreciable 
break In the ranks of the steam shovel 
men. 
Th« rainy season nas began In 
earnest and the steam shovels -will not 
take out yanSace' at the rate maintained 
for the last few months. 


always addresses his friends 
wf.th 
•ome army title, watched the boy as he rlers, TRIBUNE office. 
Forenoona. 


went in'and out carrying the law books. 
Then he due his hands deep Into his 
trousers pockets and caid to the law- 
yer: 
i 
"Well, Ah'll •weah, knnnel, you njust 
tav» no caa* at 
City 


WANTED 


Bright young Iran with some exper- 
ience to assist In circulation depart* 
ment. 
Must be oulck and- energetic. 


Fine opportunity for right man. 
Sc« 


J. A: Putnam. Snp't. Delivery and Car- 


EXpELLENT WIRE MATTRESSE*. 


We offer this week direct from Fac- 
tory choice line Floss and Hair liat- 
treCM*. 
H. SCHELLHAAS. con** 
•ton, Uth and Franklin »tr««bn. 
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